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PREFACE 

This volume contains abstracts that have been accepted for presentation at the In 
Situ Resource Utilization (ISRU III) Technical Interchange Meeting, February 1 1- 
12, 1999, hosted by the Lockheed Martin Astronautics Waterton Facility, Denver, 
Colorado. 

Administration and publication support for this meeting were provided by the staff 
of the Publications and Program Services Department at the Lunar and Planetary 
Institute. 
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POTENTIAL COMMERCIAL USES OF MARS ISPP TECHNOLOGY. B R Blair Division of Economics 
and Business, Colorado School of Minev PO Box 841, Golden CO 80402. USA ( hblasr ^ mine^ edti » 


Introduction: Similarities in components and proc- 
esses between gas to liquid (GTLi technology and pro- 
posed system tor Mars in-situ propellant production 
(ISPP) may point to a commercial market for spinoffs 
Recent advances in the conversion of natural gas pri- 
marily methane to liquid petroleum prt»ducts are cre- 
ating optimism for owners of marginal or remote gas 
fields worldwide Many commercial players are cn 
tenng the field of GTL technology, risking significant 
capital in a bid to compete for market share with tradi 
tional oil refineries The winners in this new field will 


bo equipped with the lowest-cost GTL process using 
the most advanced technology available The potential 
discovery of innovative solutions to problematic or 
high cost steps in GTL methane conversion should be 
considered by ISPP researchers while trying to find 
solutions that may significantly lower the cost of future 
Mars missions This paper will review the current 
structure of the GTL industry, with a focus on cost 
elements and proprietary technologies used by the 
dominant firms 




MARS ATMOSPHERIC ACQUISITION AND COMPRESSION SYSTEM - INITIAL RESULTS. L D 

Clark. Lockheed Martin Astronautics PO Box 1 7 9, Mail Stop H034L Denver CO 80201. USA 
dairy d dark*® Imco com) 


Introduction: Most concepts for ln-Situ-Rcsource 
Utilization (ISRU) on Mars require the acquisition and 
compression of atmospheric carbon dioxide One of 
the most favorable compression methods is the use of 
an adsorptton bed in terms of reliability and power 
consumption The cold Martian environment can pro- 
vide enough cooling to adsorb up to 16 percent of the 
bed mass with C02 Heating will then drive off and 
compress the C02 with some of the thermal nergy 
provided by waste heat from the propellant production 
process A large, flight like adsorption compressor 
was designed, built and tested at Lockheed Martin As- 
tronautics in the Engineering Propulsion Laboratory in 
Denver, Colorado under a contract with NAS A- Jet 
Propulsion Laboratory. The size and performance was 
designed to provide the quantity of C02 expected for a 
sample return mission The target value for C02 pro- 
duction selected was 3 kg of C02 per sol. 

Design Considerations: The sorption pump was 
designed to operate in a diurnal cycle where the acqui- 
sition took piace during the Maruan night when the 
coldest temperatures could be obtained with radiators. 
The C02 would then be released and compressed dur- 
ing the day during the propellant production period 
whe.i solar power is available. 

The compressor design was intended to include 
flight-like features yet provide a flexible system. The 
compressor included an aluminum, vacuum-jacketed 



exchanger evenly added and removed heat from the 
sorbant bed A centrally located heat conductor pro- 
vided the transfer point for external cooling Flow 
through the bed was enhanced with an central flow 
distribution bar and an outer screen plenum to mini- 
mize pressure drop 

Total volume of the sorbant bed is 40 liters which 
held 20 5 kg of Zeolite 13X after reductions from in- 
ternal hardware Seal on the tanks were made with o- 
nngs to enable removal of the domes and penetrations 
for later reconfiguration Multi-layer insulation was 
applied to the inner tank inside the vacuum space 

In order to promote purging of the non-condensable 
ga._ 2 » found in the Martian atmosphere, an external 
blower was installed in the lower inlet. This centrifu- 
gal blower was designed to provide 28 liters per minute 
through the bed at Martian conditions Solid conduc- 
tion thermal transfer was used to cool the bed for ac- 
quisition. The cooling source must be disconnected 
during the production period and a large-capacity 
thermal switch was designed and built to perform this 
function. The thermal switch was motor driven with 
large-surface area contacts which closed the thermal 
connection. 

Initial Test Results: Carbon dioxide storage w * ; 
substantial when operated with pure C02 under a tem- 
perature swing from -70 C to ISO C. Over 3 3 kg of 
compressed C02 was supplier This represents over 
16% of the sorbant mass. Although testing was limited 
in this initial study, results with Martian simulant gas 
reduced the mass storage fraction to less than 8%. It is 
unlcear why the reduction was so severe, even with 
e . tensive circulation of fresh atmosphere mix for the 
entire adsorption cycle. Mass spectrometer data de- 
tected significant quantities of the trace gases in the 
product serei n, suggesting that adsorption of the trace 
gases is taking place. 
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tank with removable domes. An internal, firmed heat 
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FABRICATION AND PERFORMANCE OF ZIRCONIA ELECTROLYSIS CELLS FOR CARBON 
DIOXIDE REDUCTION FOR MARS /A SITV RESOURCE UTILIZATION APPLICATIONS. N Q Mmh. 
B W. Chung, R Doshi, G R Lear, K Montgomery, and E T Ong, AlhedSigna! Aerospace Equipment Systems. 
2525 West 190th Street. Torrance CA 90504-6099, IJSA mguven mmhC^alliedsignal comi 


Introduction Use of the Martian atmosphere 
(95% CO:) to produce oxygen (for propellant and life 
support) can significantly lower the required launch 
mass and dramatically reduce the total cost for Mars 
missions. Zircoma electrolysis cells are one of the 
technologies being considered for oxygen generation 
from carbon dioxide in Mars In Situ Resource Utili- 
zation (ISRU) production plants. The attractive fea- 
tures of the ztrconia cell for this application include 
simple operation and lightweight, low volume system 

A zircoma electrolysis cell is an all-solid state de- 
vice. based on oxygen-ion conducting zircoma elec- 
trolytes, that electrochemically reduces carbon diox- 
ide to oxygen and carbon monoxide. The cell con- 
sists of two porous electrodes (the anode and cath- 
ode) separated by a dense zircoma electrolyte. Typi- 
cal zircoma cells contain an electrolyte layer which is 
200 to 400 milometer thick. The electrical conduc- 
tivity requirement for the electrolyte necessitates an 
operating temperature of 900° to 100G°C. Recently, 
the fabrication of zirconia cells by the tape calender- 
ing has been evaluated. This fabrication process pro- 
vides a simple means of making cells having very thin 
electrolytes (5 to 30 micrometers). Thin zirconia 
electrolytes reduce cell ohmic losses, permitting effi- 
cient operation at lower temperatures (800°C or be- 
low). Thus, tape-calendered cells provides not only 
the potential of low temperature operation but also 
the flexibility in operating temperatures. This paper 
describes the fabrication of zirconia cells by the tape 
calendering method and discusses the performance 
results obtained to date. 

Fabrication Process: The tape calendering proc- 
ess for making zirconia electrolysis cells is shown in 
Figure L This process involves first mixing electro- 
lyte (zirconia) and cathode (mixture of platinum and 
zirconia) powders with organic binders in a high- 
intensity mixet to form plastic masses. Electrolyte 
and cathode plastic masses are rolled into tapes using 
a two-roll mill. Electrolyte and cathode tapes of cer- 
tain thickness ratio are laminated and rolled into a 
thin bilayer tape. This bitayer tape is then laminated 
with a cathode tape and rolled again into a thin tape. 
This process can be repeated until an electrolyte of 
the desired thickness is obtained. In general, it takes 
only three rollings to produce micrometer-thick elec- 
trolyte layers. The final bitayer tape is cut to size and 


fired at elevated temperatures to remove the organics 
The anode layer (mixture of platinum or strontium- 
doped lanthanum manganite and zircoma) is then 
applied on the electrolyte surface to produce a com- 
plete cell. 

Zirconia cells having thin electrolytes have been 
successfully fabricated by the tape calendering proc- 
ess described above Figure 2 shows, as an example, 
a micrograph of a fracture surface of a zircoma cell 
produced by tape calendering 

Performance of Zirconia Cells: Zirconia cells 
made by the tape calendering process have been 
tested for their electrochemical performance Per- 
formance tests mainly involve the determination of 
cell current/voltage characteristics at different tem- 
peratures (700° to 900°C). Figure 3 shows an exam- 
ple of performance curves obtained at 800°C for a 5 
cm x 5 cm zirconia cell. High C0 2 utilization (up to 
78%) has also been demonstrated Thermal cycle and 
thermal shock properties of tape calendered cells 
have been evaluated. Thermal cycle tests involve 
repeated heating and cooling of cells between room 
temperature and 900°C at a ramp rate of 
10°C/minute. Thermal shock tests involve exposing 
room-temperature samples to a 900°C environment 
and then removing the red hot samples to quench in 
room temperature. Zirconia cell samples tested to 
date show no structural damage or degradation after 
the thermal cycle and thermal shock tests. Multicell 
(two- and three-cell) stacks were successfully fabri- 
cated and operated. Figures 4 and 5 show a photo- 
graph of a three-cell suck and its cunrent/voitage 
curves, respectively. As seen in Figure 5, perform- 
ance of individual cells in the suck is well matched. 
The suck is able to sustain multiple (5) thermal cy- 
cles from room temperature to 800°C without signifi- 
cant performance degradation (Figure 6). 

Acknowledgments: This work is sponsored by 
Jet Propulsion Laboratory under Contract 960970. 
The authors would like to thank Dr. Don Rapp for his 
encouragement and support. 
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FABRICATION AND PERFORMANCE OF ZIRCONIA: N Q. Minh et al 


Anode Electrolyte Cathode 



Figure 1. Tape calendering fabrication process. 



Figure 2. Micrograph of fracture surface of zirco* 
niaceU. Anode is a mixture of strontium- 
doped lanthanum manganite and zircoma. 
Cathode is a mixture of platinum and zir* 
conia. 





1 1 FVbignal 


Figure 3. Performance curves of a 5 cm x 5 cm cell at WO*C. 


Figure ^ Photograph of a three cell stack 




Figure 5. Voitagc/curreiit curves at 8G0°C of three-cell stack 


Figured. VoHag^nirrwU carves at WT C of 

after thermal cycling. 









HYDROGEN PLASMA REDUCTION OF PLANETARY MATERIALS. R Currier, J Blacic, and M Trkula, 
MailStop J-567, Los Alamos National Laboratory, Los Alamos NM 87545, USA (cumer@lanl gov, 
jblacic@lanl gov, mtrkula@lanl.gov) 


Large-scale utilization of resources in space explora- 
tion and colonization must include the ability to pro- 
vide oxygen for propulsion and life support In addi- 
tion, metals and other structural materials must be pro- 
duced from locally available planetary resources. We 
propose to develop a new extractive process for re- 
source utilization in space. This process also has the 
potential for water extraction from hydrous minerals 
(water could in turn be used to produce oxygen). Re- 
duction of anhydrous silicate and oxide minerals to 
produce oxygen and metals will require the importation 
of hydrogen, which must be recycled with minimal 
losses. The proposed process uses a microwave or 
radio frequency produced atomic hydrogen plasma. 
Electromagnetic energy couples to hydrogen gas to 
form a non-equilibrium plasma in a reactor configura- 
tion that we believe is ideal for low gravity applica- 
tions. One can form a plasma with high concentrations 
of atomic hydrogen, at modest bulk temperatures. 
Thus, we force the system into a standard state where 
the reductant atomic hydrogen is the key species This 
dramatically shifts standard free energies of reaction, 
for example: 


Reaction 

AO 

(Hj-based) 

AG 

(H-based) 

TiO? + (2H-) or 4H) -» Ti + 2H?0 

+104kcal 

-91 kcal 

AbCh+OH, or6H)-> AU 3 HtO 

+224 kcal 

81 kcal 

TiF* + (3/2 H? or 3H) -> Ti + 3HF 

+129 kcal 

-18 kcal 


Shifting the chemistry from molecular hydrogen to the 
atomic analogs clearly shifts the equilibrium from one 
favoring reactants to one favoring products. A con- 
ceptual flow sheet for a space-based process using this 
chemistry might appear as shown in Figure 1 ; 


experiments are being conducted in well-agitated flu- 
idized beds with the plasma maintained above Gas 
flow is selected so that particles are constantly carried 
into the plasma region. We are also examining circu- 
lating plasma fluidized bed reactors Here, solid parti- 
cles are fed from a conventional fluidized bed (the res- 
ervoir) into a , nser ,, section in which they are trans- 
ported by high velocity gas through the plasma region. 
At the exit of the riser, the gas is separated from the 
solids (e.g. in a cyclone) and the solids fall back into 
the reservoir bed, where they can be fed through the 
riser section again. By varying the gas flow velocity in 
the riser section and pressure differential between the 
reservoir and riser, one can vary the solids number 
density in the riser for optimal electromagnetic cou- 
pling. For space-based applications, we propose a re- 
lated process in which the mineral particles are fed 
from a reservoir fluidized bed or hopper into a 
'downer" reactor where they simply fall under reduced 
gravity through the glow discharge region as indicated 
in Figure 2: 




the water could then be split to yield oxygeo a ad bydrogea for recy- 
cle. 


ter flow of gas. While as 
iadtscttve}y coupled plasma coofigartboo Is shown here, other 
rota m of ptasaa geacnho c (e g. with microwave energy) me abo 
possible 


Central to this process is the use of fluidized bed 
plasma reactors, which permit solid particles to be 
transported through the glow discharge. We are cur* 
rendy studying hydrogen extraction chemistry in sev- 
eral fluidized bed configurations. Initial screening Upon separation from the gas stream at die exit of die 
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PLASMA REDUCTION 


uowner section, feed particles could be transported 
back to the reservoir for another pass if needed, or 
simply disposed of The unreacted hydrogen gas 
would be recycled after separation from other products 
Similarly, upon splitting of water products to produce 
oxygen, the hydrogen gas would be recycled. The 
downer reactor offers several advantages which en- 
hance the probability of success. First, by controlling 
the solids feed rate from the reservoir and the gas flow 
in the downer section, we could achieve essentially a 
counter-current reactor with continuous removal of 
volatile byproducts from the plasma region. This 
maintains the driving force towards metal production 
and would help limit back reactions. Second, the 
downer reactor allows the solids to fall essentially in 
plug flow' (i.e. a delta function residence time). This 
permits precise control over the extent of reaction. A 
downer plasma reactor could also be configured with 
continuous addition and removal of solids. Good gas- 
solid contact maximizes the desired reactions with 


Currier, et al 


atomic hydrogen and aids in uniform conversion of 
reactants to products Of course, our demonstration 
experiments involving reduction of mineral surrogates 
to the base metals and water extraction from minerals 
must ultimately be correlated to the corresponding op- 
erations m low gravity. We will discuss an integrated 
approach to process development involving demon- 
stration experiments and initial results and concurrent 
engineering. In particular, we will discuss key issues 
related to electromagnetic coupling in particle- laden 
gas streams, the chemical kinetics of metal extraction, 
plasma-solid infractions, and chemical process design. 
The importance of the last issue should not be under- 
estimated since an integrated set of unit operations will 
be necessary. We believe future assessments must 
continue to include: composition dependencies, tem- 
perature and flow requirements for feed and make-up 
streams, acceptable panicle number densities and size 
distributions, separations in gravity, and the overall 
process power requirements. 
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LOW-POWER TEMPERATURE-SWING ADSORPTION FOR MARS ATMOSPHERE ACQUISITION. 

J. E Finn. Astrobiology Technology Branch. NASA Ames Research Center. Mail Stop 239-15, Moffett Field CA 
94035, USA (jfinn@mail arc.nasa.gov) 


The promise of ISRU-hased mission architectures 
for Mars surface exploration will begin to be realized 
during the next decade as robotic spacecraft sent to 
Mars carry components and whole chemical plants for 
producing propellants from the planet’s atmosphere 
These chemical plants will need to perform three pri 
mary operations: acquisition of atmospheric carbon 
dioxide, reac ons to transform the gas into oxygen and 
possibly fuel, and storage of the products. This pres- 
entation focuses on development of technologies at 
NASA Arnes Research Center for the first of these op- 
erations, carbon dioxide acquisition 

The carbon dioxide acquisition component for a 
propellant production plant has several general, top- 
level requirements. It has a stringent requirement for 
minimal power consumption; a critical need for long- 
term reliability over the period of fime the chemical 
plant must operate (say, 500 dzys); a production rate 
requirement for carbon dioxide; and a state point re- 
quirement (particularly pressure) for the C0 2 produced. 
The first two requirements help determine the best 
technological approach, while the latter two generally 
define the characteristics (e.g., size and power con- 
sumption) of the device. Mass and volume must be 
minimized, as usual. 

Power consumption is likely to be a pivotal factor 
for selection of the acquisition technology. For illus- 
tration, consider a demand for C0 2 at 1 bar obtained 
from the atmosphere at 7 mbar. Isentropic compression 
requires about 380 kJ per kilogram of C0 2 , or 18 W 
assuming six hours of production per day, i.e., while 
photovoltaic electricity is available. While this appears 
;o be a relatively small power demand, mechanical 
single-stage vacuum pumps have low efficiencies, typi- 
cally about 7% of isentropic for this 140:1 compressiot 
ratio. The energy demand is about 5400 kJ per kilo- 
gram CO 2 . Ten kilograms of C0 2 per day (an amount 
that may be required in a near-tom mission) produced 
in six tours would require roughly 2.5 kWe of high- 
quality electrical power, a high figure for a Mars 
Under. Furthermore, a number of serious engineering 
challenges must be overcome to allow such pumps to 
operate reliably for long periods of time under such 
stresses as frequent stops and starts, cold nights, huge 
temperature cycles, and dust. 

Temperature-swing adsorption is frequently men- 
tioned as a possible candidate for compressing the di- 


lute Martian atmosphere. Perhaps its most important 
characteristic is us ability to operate with little or no 
electrical power, as it instead can act as heat engine 
between the cold Martian night and the wanner day, or 
between a source of waste heat and the colder Martian 
environment. Other advantages include the absence of 
rapidly moving parts and the ease with which it can be 
scaled m size to a large range of potential applications. 
It avoids some of the problems associated with cold- 
trapping, such as the fouling of refrigerated heat- 
transfer surfaces and potential formation of dry ice in 
inconvenient locations. Furthermore, it can potentially 
separate the other constituents of the atmosphere 
(mostly N 2 and Ar) to form both a purified CO: prod- 
uct and a valuable inert gas byproduct. 

By taking full advantage of the Mars diurnal tem- 
perature cycle, a simple compressor can be constructed 
that makes minimal use of electrical energy and avoids 
complicating accessory equipment such as active 
cooling loops that consume more power, add mass, and 
reduce reliability. We have proven the concept by 
building and operating simple adsorption compressors 
that operate on a Mars-like temperature cycle (see Fig- 
ure 1). 

The energy requirements of a temperature-swing 
adsorption compressor can be estimated through 
evaluation of the latent heat of desorption plus the sen- 
sible heal of the sorbent and the adsorbed C0 2 it car- 
ries. Reaching elevated pressures in the neighborhood 
of 1 bar requires a relatively high latent heat of de- 
sorption of C0 2 ; for some sorbents half of the required 
energy goes to supplying this latent heat. For the de- 
signs we are presently investigating, the total energy 
requirement is estimated at 2700 kJ per kilogram C0 2 . 
Again, the important point here is that this energy need 
not be electrical: the Mars environment can provide 
most if not all of this heat, and downstream processors 
or passive solar energy can provide the rest. In appli- 
cations where low-quality heat is not available, a rela- 
tively small amount of electrical energy may be used. 

Our devices have been tested in an environmental 
chamber under simulated Mars atmospheric conditions 
of gas composition, pressure, and diurnal temperature 
cycle (Figure 2). We will present results and analyses 
of this ongoing experimental effort, and discuss some 
of the technological issues that will be important in 
building more advanced hardware. 
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LOW-POWER ADSORPTION COMPRESSION J E Finn 



Figure 1: An experimental adsorption compressor 
(supported by a bracket) is mounted on a bell jar’s 
baseplate for testing under simulated Mars conditions 
of gas composition, temperature, and pressure 



Figure 2: A refrigerated, temperature-programmed 
environmental simulation chamber is used in these 
experiments. Gas blending and pressure control is at 
the left; data acquisition and test control software is on 
the nght 
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TRADE STUDY OF FIVE IN-SITU PROPELLANT PRODUCTION SYSTEMS FOR A MARS SAMPLE 
RETURN MISSION. S T Green, D M Deffenbaugh, M A Miller, Southwest Research Institute, 6220 Cuiebra 
Rd., San Antonio, Texas 78238. USA (screen swn.org) 


Introduction: One of the goals of NASA's 
HEDS enterprise is to establish a long-term human 
presence on Mars at a fraction of the cost of 
employing today’ s technology. The most direct 
method of reducing mission cost is to reduce the 
launch mass of the spacecraft. If the propellants for 
the return phase of the mission are produced on Mars, 
the total spacecraft mass could be reduced 
significantly. An interim goal is a Mars Sample 
Return (MSR) mission, which is proposed to 
demonstrate the feasibility of m-situ propellant 
pioduction (ISPP) Five candidate ISPP systems for 
producing two fuels and oxygen from the Martian 
atmosphere are considered in this design trade-off 
study: 

1) Zircoma cell with methanol synthesis, 

2) Reverse water gas shift with water 

electrolysis and methanol synthesis, 

3) Sabatier process for methane production 
with water electrolysis. 

4) Sabatier process with water electrolysis and 
partial methane pyrolysis, and 

5) Sabatier/RWGS combination with water 
electrolysis. 

These systems have been the subject of 
numerous previous analytical studies and laboratory 
demonstrations. In this investigation, the systems are 
objectively compared on the basis of thermochemical 
performance models using a commonly used 
chemical plant analysis software package. The 
realistic effects of incomplete chemical conversion 
and gas phase separator performance are included in 
these models. This study focuses on the chemical 
processing and product separation subsystems. The 
COj compression upstream of the chemical plane and 
the liquefaction/storage components are not included 
here. 

For the purposes of this study, the return 
vehicle dry mass was assumed to be about 150 kg 
and the sot a) AV required for returning to Earth is 
assumed to be 9 km/sec (launch plus Mars-Earth 
trajectory insertion). Fuel choices are limited to 
methane and methanol For the methane option. 
270 kg of fuel and 1000 kg of oxygen are required for 
the return trip. In a methanol engine. 660 kg of fuel 
and 930 kg of oxygen are needed. To provide a basis 
for the chemical process flow rates, it was stipulated 
that the ISPP plant would operate on Mars over a 
500-day period while preparing for the Earth-return 
launch window. 


Two of the chemical plants produce 
methanol and oxygen, and three plants produce 
methane and oxygen. An example of one of these 
systems is depicted tn the simplified process flow 
diagram shown here In all of the systems, CO^ is 
taken from the Mars atmosphere by a sorption 
compressor and fed to the chemical plant The CO? 
is combined with hydrogen, which is transported 
from Earth and chemically convened into a fuel and 
oxygen. 

Analysis: The ISPP plants were analyzed 
with a commercial chemical plant software package, 
CHEMCAD™ (Chemstations. Inc , Houston, Texas). 
This approach provides a uniform methodology for 
computing the plant thermal and chemical 
performance so that the different ISPP options can be 
objectively compared on a power and mass basis. 
This package, like many others on the market, is 
intended for use m the petroleum refining and 
hydrocarbon processing industry Some ISPP 
components (e.g.< water condensers) do not have 
exactly analogous CHEMCAT^ models, however, 
by combining two or more simpler models, these 
components are simulated. 

The CHEMCAD^ software was used to 
compute the thermo-chemical performance and flow 
distribution for each ISPP system This detailed 
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IS PP System Resource Requirements 



Zirconla Celt/ 
Methanol 
TRL=4 

RWGS/ 

Methanol 

TRL=4 

Simple 

Sabatier 

TRL=5 

Sabatier/CH4 

Pyrolysis 

TRI=5 

Sabatier/ 1 
RWGS I 
TRL=4 B 

Electrical Power (watt) 

1395 

4100 

1333 

1617 

2686 

Cooling Load (watt) 

359 

3000 

560 

621 

1603 

Mass (kg) 

42.31 

75.53 

20.55 

30.09 

40,02 J 


analysis was used as a basis for estimating the 
electrical power requirements, heat rejection 
requirements, and mass of each system component. 
The results of the analysis and an assessment of the 
technology readiness level are summarized for each 
ISPP system in the above table. 

The relative merits of the five ISPP systems 
were evaluated using a commercially available 
decision analysis package, DecideRight™. 
Essentially, a decision table is formed with 
alternative choices listed as rows of the table and the 
evaluation criteria as columns of the table. 
Evaluation criteria are sorted from left to right in 
order of importance (i.c.. the factor considered to be 
most significant in meeting overall needs ends up in 
the leftmost position). Similarly, as choices are 
evaluated according to effectiveness in meeting the 
different criteria, the best choices migrate to the top 
of the list When the process is complete, the best 
choice should emerge at the top of the list of 
alternatives. 

The factors considered in this design trade 
study arc system reliability, cost to produce flight 
hardware, system mass and volume, power 
consumption, production rate, ancillary equipment 
needs, fuel choice, and system scalability. System 
reliability, cost, mass, and power were all weighted 


as high importance. Production rate was considered 
to be of medium importance since all the systems 
could easily meet the required production rates. The 
remaining criteria were given low importance. 

Results: Within each evaluation category, 
each ISPP system is ranked according to the 
quantitative model results and current state of the 
system’s development. The results of the decision 
analysis are presented in the table below. The 
Sabatier systems are more highly rated mainly 
because of their advanced development in military 
non-space applications. The low rating for the 
RWGS system was due primarily to the high power 
consumption in the main reactor as a result of its high 
reflux flow requirement 

Acknowledgement: This paper is based on 
a project conducted under a grant from NASA- 
Johnson Space Center under the direction of Mr. Rob 
Moreland. All details of this investigation are fully 
described in the project final report: 

Deffenbaugh, D. M., Green, S T., Miller, M. A., 
T'eiihaft, M. B., 1998, “Mars In-Situ Propellant 
Production/’ Final Report, Southwest Research 
Institute Project 04-1303, NASA Contract NAG9- 
957, March 1998. 
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A CONTINUED FEASIBILITY STUDY OF WATER VAPOR EXTRACTION FROM THE 
ATMOSPHERE OF MARS. M R Grover, M.O Hilstad, M A Schneider, and A.P Bruckner, Department of 
Aeronautics and Astronautics. University of Washington, Box 352400. Seattle WA 98195*2400. USA. 


Key to a successful ongoing Mars exploration 
program is the identification of an indigenous source of 
water on Mars, both for propellant production, and in 
the long term, for support of human explorers At the 
University of Washington, a process called WAVAR. or 
Water Vapor Adsorption Reacto»\ has been the focus of 
ongoing studies [1,2]. A relatively simple process. 
WAVAR extracts water vapor distributed in the Martian 
atmosphere by adsorbing it in zeolite 3A, a strongly 
hydrophilic crystalline alumino-sihcate molecular sieve 
adsorbent commonly used in industrial dehumidifiers 
As shown in Fig. 1. WAVAR in its most basic form 
passes Martian atmosphere through a bed of zeolite 3A 
pellets. Once saturated, the bed is isolated and the 
adsorbed water is driven off by heating through 
microwave irradiation. The water is then condensed 
and collected for storage. 
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Fig. 1 The WAVAR process. 


While a simple process, the challenge in 
engineering WAVAR lies in the volumetric processing 
requirements brought about by the very low water vapor 
content in the Martian atmosphere. The seasonal 
variation of local humidity at the two Viking Lander 
sites was found to be in the range of ~ 1.8x10' 7 - 
2x10"* kg/m 3 at VL-1 and -4x10''° - 3x10* kg/m 3 at 
VL-2 (3J . The global average as measured by the 
Viking orbiters was found to be -ixlO^kg/m 3 [4J. 
Assuming 100% extraction, the global average 
concentration requires the processing of -5xl0 5 m 3 of 
atmosphere to obtain i kg of water. Although certainly 
feasible, the engineering challenge lies in carrying out 
extraction while maintaining a power level that is a 
reasonable percentage of typical space mission power 
budgets, and at the same time minimizing the physical 
size of WAVAR. 

In this study a WAVAR design is examined that 
uses an active technique for generating air flow. The 


design requirements for the unit are based upon the 
restrictive design parameters of a robotic Mars mission 
powered by solar energy Under such conditions it is 
assumed that the average power available for WAVAR 
operation is no more than 400 W during a ten-hour 
period of usable solar flux. The physical size of the 
unit is limited to that which fits on a Mars lander 
platform, having a footprint less than 2 m 2 and volume 
less than 1 m 3 To evaluate the performance of the 
design, this study simulates WAVAR operation under 
various Mars ambient conditions, both real and 
hypothetical. 

Key to the WAVAR concept is the use of a 
molecular sieve adsorbent called zeolite, a strongly 
hydrophilic crystalline alumi no-silicate commonly used 
in industrial dehumidifiers. For WAVAR, a zeolite 
must be chosen that adsorbs water molecules but not 
other species in the Martian atmosphere. The major 
constituent of the Martian atmosphere is C0 2 1957c by 
volume) and is the primary species to be excluded The 
only zeolite that can exclude C0 2 is the K type (type 
3A), which is a zeolite with most of the naturally 
occurring smaller sodium cations replaced by larger 
potassium cations. This reduces its average pore size to 
3 A which excludes the 3.3 A size of C0 2 but accepts 
the 2.65 A size of water [5], 

An important parameter of zeolite 3A is its capacity 
for water, defined as the mass of water adsorbed per 
unit mass of dry zeolite. As can be seen in Fig. 2, the 
capacity of zeolite 3A varies strongly with tx>th the 
ambient vapor pressure of water and the temperature. 
These data were obtained from a chart published by 
W.R. Grace Davison Molecular Sieves [6], having 
isotherms down to 253 K. The isotherms down to 
170 K, represented by dashed lines, were obtained by 
logarithmically extrapolating the available data. These 
isotherms are important indicators of zeolite 
performance in Martian ambient conditions. 

The specific WAVAR design used in this study is 
based upon the geometry of a previous WAVAR design 
[2). The adsorption bed parameters in this study, 
critical in determining WAVAR performance, are as 
follows: bed area = 0.8 m 2 , bed thickness = 0.006 m, 
bed mass * 2.9 kg, filter area = 0.8 m 2 . 

In previous WAVAR studies as well as in this 
study, simulations were carried out using Mars ambient 
conditions at the Viking Lander I & II sites, the Martian 
North Pole, and at a hypothetical site termed New 
Houston, which has the global average water vapor 
concentration. 
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Isotf <rrra (K) 



Fig. 2 Isotherms for capacity as a function of water 
partial pressure. The curves are from W.R. 
Grace Davison Molecular Steves [6). Dashed 
curves represent logarithmic extrapolations. 



Fig. 3 Seasonal variation of vapor concentration 
as used in the simulations. Solid lines are 
actual data, dashed lines are estimated. 

The seasonal water vapor concentration variations 
at these sites can be seen in Fig 3. In addition to 
seasonal variations, during a typical Martian sol the 
temperature varies significantly and thus so does the 
water capacity of the zeolite. This variation, combined 
with daily cycles in available solar energy, dictate the 
adsorptfonftesofption cycling of the WAVAR. 

Previous studies a ssum ed a 4 cm bed thickness. 
The current study used a bed thickness of 6 mm which 
analysis indicates will provide adequate adsorption 
performance. Reducing the thickness of the zeolite bed 
gives significant benefits to thr, pressure drop across the 
bed and therefore die powet required of the fan. In 
changing the bed thickness, zeolite pellet sue within the 


bed was also reduced from 3 mm to 2 mm to ensure 
adequate interception of flow by the zeolite . 

Preliminary results indicate that the thinner bed will 
make possible better yield while reducing the power 
requirements Initial results show a 40% increase in 
water collected while reducing the power requirement 
by at least 10%, compared to the equivalent area thicker 
bed. 


References: (1) Williams, J.D., Coons, S C. and 
Bruckner, A.P. (1995), JBIS, Vol. 48, 347-354. [2] 

Grover, M R., and Bruckner, A.P. (1998) AIAA 98- 
3302 [3] Ryan, J.A., Sharman, R.D., and Lucich, R.D 
(1982) J Geophys. Res., Vol. 87, 1982, pp. 7279-7284 
[4] Can, M.H. (1996) Water on Mars , Oxford 
University Press, 3-46. [5] Breck, D.W. (1974) Zeolite 
Molecular Sieves. [6j ‘‘GRACE Davison Molecular 
Sieves Brochure for Zeolite 3A,” (no date) W.R. Grace 
& Co. 
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DEVELOPMENT UNIT CONFIGURATION AND CURRENT STATUS OF THE MIP/MTERC 
EXPERIMENT. K J Juanero and K R Johnsun. California Institute of Technology Jet Propulsion Laboratory. 
4800 Oak Gu>\e Dme. Pasadena CA 01109. USA (kenneth j juanerofajpl nasa g<>\ . ken 
neth r Johnson^ jpl nasu gov) 


Abstract: The Mars In Situ Propellant Production 
USPPi Precursor (MIP> experiment package is planned 
tor inclusion on the Mars 2001 Lander This expen 
ment package consists of five experiments whose pur- 
pose is to demonstrate the performance of various ISPP 
processes in-situ on Mars The demonstrated ability to 
produce propellant for Mais Return Vehicles (MRV) is 
considered to be a necessary precursor to any future 
manned mission to Mars. Ti e Mars Thermal Environ- 
ment/Radiator Characterization (MTFRC) experiment 
is part of the MIP package and is intended to determine 
the Mars night sky temperature as well as to character- 
ize the performance degradation of radiators caused by 
environmental exposure on Mars over time. Radiators 
are needed as part of the ISPP process to remove heat 


from the Mars Atmosphere Acquisition and Compres- 
sion (MAAC) CG2 sorption compressor MTERC will 
provide the data needed to optimize the design of ra 
diators for ISPP and other processes. 

A MTERC Development Unit (DU) has been fabri- 
cated and tested at JPL. The MTERC DU consists of 
1 > a radiator subassembly, 2) a motor/cover subassem- 
bly, 3) a differential temperature control circuit and 
motor control electronics circuit board, and 4) a com- 
mand and data handling electronics circuit board This 
paper will describe the operational theory and the con- 
figuration of the MTERC DU and will discuss the cur 
rent status of tl»e MTERC experiment development 
including some selected results of performance testing 
that has been completed prior to the ISRU III meeting. 




MARS 1N-SITU PROPELLANT PRODUCTION PRECURSOR (MIP) FLIGHT DEMONSTRATION 
PROJECT: OVERVIEW. D. I Kaplan'. J C Ratliff'. R S Baird 1 , G M Sanders', K R Johnson 3 . P B Karlmann 3 . 
K J Juanero", C R Baraona', G. A Landis'. P P Jenkins', and D. A. Scheiman'. NASA Johnson Space Center. 
Houston. Texas. 77058, Jet Propulsion Laboratory, 4800 Oak Grove Drive, Pasadena. California 91 109, 3 NASA Lewis 
Research Center. 21000 Brookpark Road. Cleveland. Ohio 441. 


Introduction: Strategic planning for human missions of 
exploration to Mars has conclusively identified in-situ 
propellant production (1SPP) as an enabling technology 
[1J A team of scientists and engineers from NASA’s 
Johnson Space Center. Jet Propulsion Laboratory, and 
Lewis Research Center is preparing the Mars ISPP 
PRECURSOR (MIP) Flight Demonstration The objec 
lives of MIP are to characterize the performance of proc- 
esses and hardware which are important to ISPP con- 
cepts and to demonstrate how these processes and hard- 
ware interact with the Mars environment. Operating this 
hardware in the actual Mars environment is extremely 
important due to both uncertainties in our knowledge of 
the Mars environment as well as because of conditions 
that cannot be adequately simulated on Earth. 

The MIP Flight Demonstration is a payload onboard the 
Maks Surveyor Lander and will be launched in April 
200L MIP will be the first hardware to utilize the in- 
digenous resources of a planet or moon. Its successful 
operation will pave the way for future robotic and human 
missions to rely on propellants produced using Martian 
resources as feedstock. 

MIP Overview and Objectives: MIP is composed of 
five distinct experiments; their names and key objectives 
are: 

• Mars Atmospheric Acquisition and Compression 
(MAAC): to selectively absorb and compress carbon 
dioxide from the Martian atmosphere; 

• Oxygen Generator Subsystem (OGS): to produce 

propellant-grade, pure oxygen; 

• Man Array Technology Experiment (MATE): to 
measure the spectrum at the Mars surface and to test 
several advanced photovoltaic solar cells; 

• Dust Accumulation and Repulsion Test (DART): to 
investigate die properties of dust and to test techniques 
to mitigate the settling of airborne dust onto solar ar- 
rays; and 

• Mars Thermal Environment A Radiator Characteriza- 
tion (MTERC): to measure the night sky temperature 
and to demonstrate the p er for ma nce of radiators. 

The MIP package will be small and light weight. Its 
overall external envelope a approximately 40 x 24 x 25 
cm (15.7 x 9.4 x 9.8 inches), and its mass is 85 kg (18.7 

Ibm). 

The l ong -t erm effects of operating ia the Martian envi- 
ronment is key information being sought by MIP. There- 


fore. MIP would lii»" *o operate for a lifetime of 90 sols 



Mars ISPP Precursor (MIP) Right Demonstration 


Mars Atmospheric Aco-isitkm and Compression 
(MAAC): The most readily available re""-— on Mars 
is the atmosphere. Hence, carbon d - r • . which 
makes up more than 95% of the atnK ,•»».» i he pri- 
mary resource being considered for tu. • .nissions. 
However, the M' s atmospheric pressure is only 6 to 10 
ton (0.1 to .15 psi). while most ISPP processes operate 
at approximately 760 to 3800 torT ( 1 to 5 atm.). There- 
fore. a CO; collection and compression device is re- 
quired that is relatively small, light-weight, power effi- 
cient, tolerant to dust contamination, rugged and reliable 
enough to operate for long periods under the severe daily 
and seasonal temperature variations. 

The primary objective of the MAAC experiment is to 
demonstrate and characterize the performance of a sorp- 
tion compressor. A sorption compressor contains virtu- 
ally no moving parts and achieves its compression by 
alternately cooling and beating a sorbent bed comprised 
of materials which absorb low pressure gas at low tem- 
peratures and desorb high pressure gas at higher tem- 
peratures. The characteristics of die material in die 
sorption pump define how much gas can be absorbed and 
which species are more readily absorbed over others. 
Due to the lack of rotating/moving parts, it has signifi- 
cant potential for high lifetime, reliability, and robust- 
ness. 

MAAC acquires COj (hiring the cold Mars night when 
temperatures are typically 200°K. To facilitate cooling, 
the sorbent bed is attached to a horizontal radiator facing 
the night sky. Once an adequate amount of CO 2 has been 
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absorbed (- 12.5 g). the sorbent bed is heated and pres- 
sure in the sorption pump rises until 815 tort of pressure 
is reached. At this point, C0 2 can now be feed to the 
(XI experiment. 

Oxygen Generator Subsystem (OGS): The ultimate 
objective of any ISPP demonstration is the production of 
oxygen and/or fuel from m-situ resources. The primary 
objectives of the OGS experiment are to demonstrate the 
production of oxygen from Martian atmospheric carbon 
dioxide (C0 2 ) as well as to investigate the basic per- 
formance of zirconia solid-oxide oxygen generator 
hardware in the Mars environment. The zircoma solid- 
oxide oxygen generator produces oxygen by electrolyz- 
ing C0 2 at elevated temperatures (7 SOT) to strip off an 
oxygen ion from the molecule. Once the oxygen ion has 
been removed from the C0 2 molecule, the zirconia mate- 
rial acts as an oxygen pump and separator by allowing 
only the oxygen to pass through it’s crystal lattice when a 
voltage is applied across the zircoma material. The OGS 
is sized tc nroduce 0 5 standard cubic centimeters of 0 2 
per nrnu „ (seem) while operating. We desire to run the 
OGS about ten times on the Martian surface 

Mars Array Technology Experiment (MATE): Uiitil 
Mars Pathfinder landed in July 1997. no solar array 
had ever been used on the surface of Mars. PATHFINDER 
was designed for a relatively short duration mission 
compared to a 500 sol surface stay for a Mars sample 
return mission that would incorporate ISPP. Since mak- 
ing propellants and storing them cryogenically requires 
significant power, power generation over a long period 
of time is critical for mission success. 

MATE will incorporate five different individual solar 
cell types, two different solar cell strings, and tempera- 
ture sensors to characterize promising solar cell materials 
and designs. MATE will also incorporate two radiome- 
ters and a dual spectrometer. The dual spectrometer will 
measure the global solar spectrum from 300 to 1700 nm 
by incorporating two separate photodiode arrays each 
with its own fiber optic feed and grating. Besides meas- 
uring the solar spectra on Mars, the dual spectrometer 
will also identify dust absorption and reflection bands, 
quantify daily variations in spectra and intensity, and 
improve atmospheric modeling. 

Dust Accumulation and Repulsion Test (DART): 
Measurements from the Pathfinder mission showed a 
dust deposition rate of 0.3% per day during a relatively 
clear (no dust storms) season. This accumulation could 
be catastrophic for a 500 sol lifetime mission. 

DART will utilize a microscope, a dust accumulation 
monitor, and a sun position sensor package. The micro- 
scope will measure the amount and the properties of set- 


tled dust. and determine the rate of dust deposition, the 
particle size distribution, the particle opacity, the particle 
shapes, and possibly information about the particle com- 
position through measurements of the optical properties. 

DART will also incorporate tilted solar cells and an 
electrostatic dust repulsion device. Instead of attempting 
to remove settled dust, the DART experiment will use 
high-voltage to attempt to repel the dust before it settles 

Mars Thermal Environment & Radiator Characteri- 
zation (MTERC): Thermal management is critical for 
efficient operation of an ISPP plant. Heat removal ra- 
diators will be required for such operations as cooling 
down a sorption pump sorbent bed, and cooling oxygen 
and fuel before liquefaction and storage. 

The MTERC experiment will include four radiator 
plates: two with high emissivity and two with low emis- 
sivity. One high and one low emissivity plate will be 
protected by a movable cover and will serve as the ex- 
periment control radiators. These control radiators will 
experience the least degraded measurement of the effec- 
tive Mars night sky temperature and will serve as com- 
parisons for the two continuously exposed radiators in 
order to examine the impact of dust accumulation, wind 
abrasion, etc. on long-term radiator performance. 

Conclusion: The successful performance of the five 
individual demonstrations of MIP will provide both 
knowledge of and confidence in the reliability of this 
technology. At the completion of this flight demonstra- 
tion, the MIP Team will be able to: 

• recommend preferred hardware configurations for the 
intake and adsorption of carbon dioxide from the Mar- 
tian atmosphere; 

• understand the performance characteristics of zirconia 
ceils to generate propellant-grade oxygen; 

• understand long-term performance degradation char- 
acteristics of advanced solar array and radiator con- 
cepts operated in the actual Mars environment; 

• evaluate the functionality of electrostatically repelling 
airborne dust from landing on a solar array; and 

• recommend preferred hardware designs for innovative 
thermal management including the radiation of heat to 
the outside environment. 

References: 

[1] Hoffman, SJ. and Kaplan, D.I, (editors) (1997) 
“Human Exploration of Mars; The Reference Mission of 
the NASA Mars Exploration Study Team** NASA Spe- 
cial Publication 6107. 
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DEVELOPMENT UNIT CONFIGURATION AND CURRENT STATUS OF THE MIP/MAAC 
EXPERIMENT. P. B. K Imann, K R. Johnson. D Rapp, and ! J Wu. California Institute of Technology, Jet 
Propulsion Laboratory, 4800 Oak Grove Drive, Pasadena CA 91109, USA <paul b karlmann (S jpl nasa.gov, ken- 
neth. r Johnson (?jpl. nasa.gov ). 


Abstract: The Mars In-Situ Propellant Production 
(ISPP) Precursor (MEPi experiment package is planned 
for inclusion on the Mars 2001 Lander. This experi- 
ment package consists of five experiments whose pur- 
pose is to demonstrate the performance of various ISPP 
processes in-situ on Mars. The demonstrated ability to 
produce propellant for Mars Return Vehicles (MRVj is 
considered to be a necessary precursor to any future 
manned mission to Mars. The Mars Atmosphere Ac- 
quisition and Compression (MAAC) experiment is part 
of the MIP package and is intended to demonstrate 
that, by using a sorption compressor, C02 can be pref- 
erentially adsorbed at about 6 torT from the Mars at- 
mosphere during the night when the bed is cold then 
subsequently compressed to about 800 torr by heating 
the bed and desorbing C02 durtng the day. The com- 
pressed C02 produced by MAAC is to be fed to the 
Oxygen Generator Subsystem (OGS) where pure oxy- 
gen is to be produced. Pure oxygen is considered to be 
one of the primary constituents of a future manned 
MRV propellant system. 


A MAAC Development Unit (DU) has been fabri- 
cated and tested at JPL The MAAC DU consists of 1 ) 
a sorption bed filled with a C02 selective sorbent ma- 
terial, 2) a purge system to be used to periodiciy 
backflush non C02 gases from the sorbent bed during 
adsorption, 3) a JPL-developed gas-gap heat switch 
that allows heat transfer to a radiator for heat removal 
from the bed during the night time adsorption period 
and that impedes heat transfer dunng the day time de- 
sorption period, 4) a radiator to radiate heat to the night 
sky dunng the adsorption period, 5) a set of three iso- 
lation valves and connecting tuhmg. 6) two pressure 
transducers and several thermocouples for monitoring 
the MAAC operating conditions, and command and 
data handling electronics. This paper will describe the 
operational theory and the configuration of the MAAC 
DU and will discuss the current status of the MAAC 
experiment development including some selected re- 
sults of performance testing that has been completed 
prior to the ISRU III meeting. 





LUNAR IN-SITU PROPELLANT PRODUCTION (ISPP) TECHNOLOGY RESEARCH Christopher A 
Kuhl, James E Johnson. Southwest Research Institute. 


Future long duration missions for robotic 
and human exploration of the solar system will 
require systems that can utilize in-situ materials 
during the mission in place of bringing consumable 
resources from Earth. Oxygen, used as a propellant 
and required for human habitat, is found abundantly 
in lunar soil in the form of oxides Considerable 
gains in mission performance are possible by 
utilizing lunar oxygen, alleviating the need for 
spacecraft to transport it and reducing the mass 
fraction of the vehicle system at lift-off. Four in- 
situ lunar oxygen extraction and production methods 
are addressed to help significantly reduce the mass 
fraction attributed to the transportation of oxygen 
during a mission. Production methods addressed are 
Hydrogen Reduction of Ilimenite, Carbothermal 
Reduction with Methane, Sulfuric Acid Reduction, 
and Molten Silicate Electrolysis. 

Near term needs for manned missions to the 
lunar surface will require oxygen production rates in 
the range of 10 to 30 mt/yr (metric tons per year). To 
provide a means for mission planning in terms of 
required mass and volume for a particular production 
plant, a software package entitled Lunar Oxygen 
Plant Sizing (LOPS) was developed to support plant 
scaling analysis. This software has beer used to 
show comparative sizing needs for lunar oxygen 
plants over a production range of 2 to 100 mt/yr. 
Computed results compare favorably with values 
found in the literature, in terms of specific energy and 
mass for given types of lunar oxygen plants. 
Conclusions from the computations show Hydrogen 
Reduction of Umenite being the most massive and 
having the largest energy requirement, and Sulfuric 
Acid Reduction the least in both aspects. For all 
processes, the photovoltaic power plant comprises 
over 78% of the total mass of the processing plant, 
and the liquefaction subsystem contributes negligibly 
to the overall mass and energy requirements of a 
production plant. 

The Hydrogen Reduction process requires a 
great deal more energy and mass than otters, but the 
process is at a higher level of development or TRL. 
A determination of which process would be best 
suited among the other three processes considered 
will rely heavily cm the technological feasibility 
rather than small differences in mass and energy. 
The results of these comparisons can aid in 
identifying areas of each process that need further 
research involvement, to ultimately determine if the 
use of a specific process is attainable. Taken on the 
whole. Hydrogen Reduction appears to be the most 
developed process, but it is massive and needs 


considerable energy. Alternatively, Sulfuric Acid 
Reduction presents some challenges to bring it to a 
viable lunar process, but it is potentially the lowest 
power and mass option. 

The Technology Readiness Level for the 
Hydrogen Reduction and Sulfuric Acid Reductior 
methods has been assessed at level four mainly 
because these systems as a whole or all of the major 
components will perform in a laboratoi^ 
environment. In the case of Hydrogen Reduc *on, 
critical elements of the process have been verified by 
laboratory tests using lunar regolith simulant. Also, 
low gravity flight tests in NASA's KC-135 show that 
the basic fluidization process needed for proper 
operation of the fluidized-bed reactor will occur The 
Sulfuric Acid process is based on modifications of 
one of the oldest and most successful processes used 
by industry to produce white paint pigment. While 
this process has not been tested in low gravity 
conditions, it is well known that pumping of slurries 
and liquids used in the process will work in low 
gravity environments. 

The Technology Readiness Level for Molten 
Silicate (Magma) Electrolysis and Carbothermal 
Reduction with Methane has been assessed at level 
three mainly due to the lack of complete validation of 
the processes in a laboratory environment. In the 
case of Magma Electrolysis, only limited 
experimental work in small crucibles is reported in 
the literature. Carbothermal Reduction, as applied to 
lunar applications, has had parts of the process 
demonstrated, but questions still remain on how to 
recycle carbon in an effective manner. 

By comparing the Hydrogen Reduction 
method with the Sulfuric Acid Reduction Method, 
differences in potential payoff and challenges in plant 
setup, or ride, become apparent. Both processes 
provide about the same oxygen yield, but the 
potential gain by using Sulhiric Acid Reduction 
comes in the form of considerably lower plant mass- 
and energy requirements. Attaining high payoff of 
the Sulfuric Acid process must be traded off with the 
perceived lower risk in setting up a Hydrogen 
Reduction plant. This lower risk comes about 
because certain elements f the Hydrogen Reduction 
process have been tested in low gravity 
environments. However, there appears to be no 
convincing arguments to preclude the Sulfuric Acid 
process from working in the lunar environment In 
addition. Sulfuric Acid Reduction operates at a 
pressure of 1 atmosphere whereas the Hydrogen 
Reduction Process typically operates at a pressure of 
10 atmospheres. This further araptiftes the ^ 
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attractiveness of the Sulfuric Acid Process 
Iheretore, high payoffs (lower mass, less energy, 
smaller volume, and no feedstock benefication) 
appear reasonable with further developments ol *Jie 
Sulfuric Acid process 

Processes like Hydrogen Reduction. 
Carbothermal Reduction, and Magma Electrolysis 
must maintain their heat once started or go into a “hot 
standby” or idle mode when production is stopped. 
A fluidized-bed reactor, for example, generally 
contains firebrick, and if thermally cycled, the 
firebrick will crack and the reactor will eventually 
fail. In the case of Magma Electrolysis, the magma 
can solidify in places where damage can be done to 
the process equipment. These issues magnify the 
concerns regarding reliability and soundness of 
process controls fo; tliese pioc^es 

The use of photovoltaics cotxyi^ with 
regenerative fuel ceils as a means of generating 
power, especially for continuous daylight and night 
cycles, comes with significant weight penalty. The 
mass of a photovoltaic power system for any of the 
plant options producing 20 mt/yr of oxygen will be 
about 80% of the total mass of the plant. This 
implies using a process during daylight hours only 
and save the weight of the regenerative fuel cells or 
look for other sources of energy, perhaps nuclear 
power. If only daylight operation is used, the 
processes must be able to startup and shutdown 
easily. 


Summaries of the processes in terms of 
mass, energy, and volume for 20 mt/yr plants are 
provided below. 


Process 

Macs 

DO 

Wiwtp 

IkW] 

VoJ 1*1 

Hydrogen Reduction 

93332 

109 

184 

Magma Electrolysis 

4*365 

59 

89 

CwtoUicniist 

Reduction 

55482 

70 

92 

Sulfuric Arid 
Reduction 

44474 

5S 

86 


Important observations and conclusions with 
regard to the distribution of mass and energy 
requirement within the subsystems of the four 
processes are as follows: 


•Energy requirements for mining and 
beneficiation range from one-third to two-tnirds of 
the total energy required for the processing options 
studied. Hydrogen Reduction requires two-thirds of 
its energy for resource processing whereas the 
Carbothermal method requires one-third of its energy 
for resource processing. For all processes studied, the 
mass of the mining and benefication subsystems 
contributed a mass fraction of 8% to 1 "% of the total 
mass of a production plant. Clearl>, the resource 
subsystem requirements for the Hydrogen Reduction 
process greatly penalize this option to the point that it 
may be excluded as a viable near term processing 
option for lunar oxygen. 

•In terms of eneigy required for chemical 
processing, the Carbothermal method requires nearly 
two-thirds of its energy for the chemical process due 
to the requirement to operate at 1625°C whereas the 
Hydrogen Reduction method requires slightly less 
than one-third of its total energy for the chemical 
process. S l^mc Acid and Carbothermal require 52% 
and 65%, respectively of its total energy for chemical 
processing although in terms of total kilowatts, the 
Sulfuric Acid proces r is clearly the lowest. 

•For all processes studied, the energy and 
mass requirements for the liquefaction and storage 
plant were a small fraction of the total ranging in the 
2% to 5% region. This implies that not much would 
be gained in reducing total energy and mass of the 
processing options by reducing mass and energy 
demands of the liquefaction plant and associated 
storage. 

As a final c inclusion, the software 
developed in the present work appears to provide 
valid results. The computed results in terms of plant 
specific energy versus plant specific mass covering a 
wide range of oxygen production rates agree well 
with values reported in the literature. This was true 
even when it was necessary to account for the 
differences in nuclear power options versus 
photovoltaic power options. This indicates that &e 
scaling process used in the software is providing 
good estimates of mass and energy for the four 
processing options. 




\ /FI; 


LOW-COST, HIGH-PERFORMANCE CRYOCOOLERS FOR IN-SITV PROPRELLANT PRODUCTION. 

J. L Martin 1 , J.A Corey’, and I A. Peters', ’Mesoscopic. Devices, LLC. 350 Hills St Suite 106, Richland, WA 
99352 (jmanin@mesoscopic.com) : CFIC, Inc 302 Tenth St. Troy, NY 12180, (jcorey@mindspnng.com), 3 NASA 
Johnson Space Center, mail code EP4, 2101 NASA Road One, Houston, TX 77058 (todd peters @j sc nasa.gov). 


Introduction: A key feature of many In-Situ Re- 
source Utilization (ISRU) schemes is the production of 
rocket fuel and oxidizer from the Martian atmosphere. 
Many of the fuels under consideration will require 
cryogenic cooling for efficient long-term storage. Al- 
though significant research has been focused on the 
techniques for producing the fuels from Martian re 
sources, little effort has been expended on the devel- 
opment of cryocoolers to efficiently liquefy these fuels. 
This paper describes the design of a pulse tube lique- 
fier optimized for liquefying oxygen produced by an 
In-Situ Propellant Production (ISPP) plant on Mars. 

Requirements for ISPP cryocoolers: A recent 
NASA paper outlined the requirements for cryocoolers 
to support an ISPP plant.fl] Cryocoolers are required 
in several of the mission phases. If hydrogen is trans- 
ported from earth, cryocoolers will likely be required 
to minimize boiloff during the trip to Mars. All ISPP 
concepts require cryocoolers to liquefy the oxygen If 
methane is used as a fuel, the cryocooler must al ^ 
liquefy the methane stream. Cryocoolers are also re- 
quired to minimize boiloff from the tanks while they 
are being filled. 

Depending on the mission of interest, the required 
cooling loads range from 2.4 to nearly 20 W at 90 K 
for robotic missions, and up to 100 W for manned mis- 
sions. Of the various cryocoolers required by the ISPP 
missions, the most challenging case appears to be the 
liquefier for the oxygen and methane. Based on current 
projections for the 2007 mission, this liquefier will be 
required to liquefy 0. 1 kg/hr of oxygen (at 90K) and 
0.025 kg/hr of methane (at 11 2K). The total cooling 
load for this case is approximately 18 W. The liquefier 
will be required to operate for up to 500 days, on -8 
hrs/day, and off -16 hrs/day. 

A pulse tube oxygen liquefier: As part of oar 
NASA Phase I Small Business Innovation Research 
(SBER) program, we developed a design for a pulse 
tube oxygen liquefier sized to the ISPP application. 
Pulse tube cryocoolers appear to be a good choice for 
the ISPP iiquefters. Pulse tube cryocoolers can operate 
very efficiently at the temperatures and power levels of 
interest, and can be made to operate reliably for tong 
periods without maintenance. 

Our cryocooler design is illustrated in figure 1. The 
liquefier comists of three subsystems: a compressor, a 
cofathead, and a condenser. 






Fig. 1. Pulse tube oxygen liquefier 


The compressor. The compressor is a linear reso- 
nant compressor The linear design eliminates the need 
for rotary-to- linear conversion, leading to a more com- 
p :i and efficient compressor. The compressor piston 
is supported by thin metal flexures, which provide high 
radial and low axial stiffness. The high radial stiffness 
allows the piston to be accurately centered in the cylin- 
der, maintaining a small gap that eliminates the need 
for piston rings. The resulting compressor has no rub- 
bing or sliding parts and is lubricated only by the he- 
lium working gas. While such designs have been used 
before in Stirling cycle cryocoolers, our design has a 
number of unique features that allow it to obtain a 
unique combination of high efficiency, low weight and 
low cost. 

Our cryocooler uses a STAR moving magnet linear 
motor. Developed by CF1C, the STAR motor utilizes 
cost-effective block magnets and a single-air-gap de- 
sign that minimizes the mass and cost of the moving 
magnets. STAR motors have been used in compressors 
ranging from 300 to 15,000 W of power input. In this 
work, we extended these designs to 100 W. Using two 
compressors operating nose-to nose on a common 
compression space yields a balanced 200 W compres- 
sor. 

The coUthead. Pulse tube cryocoolers have a sig- 
nificant advantage over Stirling cycle coolers in that 
they have no moving parts in the cold head. Our base- 
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line design utilizes a compact coaxial design where the 
regenerator is arranged as an annulus around the pulse 
tube. This simplifies the heat rejection from the warm 
end of the pulse tube and integration with the storage 
tank. 

The condenser. Liquefiers are distinguished from 
cryocoolers in that they must use a condenser to con- 
dense a superheated vapor. To minimize the system 
mass, a compact condenser is required that can effi- 
ciently condense the oxygen stream In this project, we 
developed and tested a compact condenser that appears 
to have a number advantages, including reduced sensi- 
tivity to gravity, low pressure drop and high heat trans- 
fer coefficient. Based on our preliminary performance 
measurements, we expect that this condenser will oper- 
ate at less than 150 Pa pressure drop and less than 0.5 
K wall subcooling at heat fluxes as high as 3 W/cm 2 


Predicted system performance: We used Los Ala 
mos’ DeltaE thermoacoustic modeling code to design 
the coldhead. Based on these results and our experi- 
ence with similar machines designed for the terrestrial 
telecommunications market [2], we predict that our 
cooler will produce 20 W of cooling at 90 K with 
175 W input power to the inverter while rejecting to a 
heat sink at 245 K. The mass of the liquefier (exclusive 
of electronics) is predicted to be 3.3 kg. The compres- 
sor is approximately 150 mm in diameter and 350 mm 
long. We expect to produce the first prototype of the 
cryocooler in 1999. 

References: [lJKittel, P., Salerno, L.J., Plachta, 
D.W., Cryocoolers 10, 1998. (2] Martin, J.L., Corey, 
J. A , Martin, C.M., Cryocoolers 10, 1998. 
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Introduction: The quality of natural glass is estab- 
lished by temperature and chemical composition of the 
original melt, rate of cooling, presence of wa- ter and 
other volatiles, and crystallization kinetics. Glass pres- 
ervation over millions of years depends on whether the 
processes of chemical decomposition and devitrifica- 
tion remain secondary. As a resource material, natural 
glass can be utilized in the construction of extraterres- 
trial outposts [1]. Possible landing sites containing 
natural glasses can be identified by means of a global 
surveyor spacecraft equipped with high resolution im- 
aging sensors. 

Landing Sites: Fulgurites are glasses resulting from 
lightning strikes. Fusion followed by super- cooling 
freezes the melt within long and bifurcating tubular 
structures [2]. 

Another type of glass is created during meteoritic im- 
pact. Below a certain level of impact, the shock wave 
crushes minerals such as quartz and plagioclase feld- 
spar into low porosity diaplectic glass and mask- 
elynite [2J Higher levels, >60 GPa, produce flow and 
entrapped heat. In the wake of the passing shock wave, 
silica polymorphs convert to normal glasses. Vesicula- 
tion occurs while releasing volatiles. 

Volcanic glasses are formed by rapid cooling of lava 
and fusion of ash. At the lower end of the silica scale, < 
45% Si0 2 , basaltic magmas have low viscos- ity and 
the resulting tachylites are heavily crystallized. Parti- 
cles of ash are fibrous and oblong in shape. At the up- 
per end, >70% Si0 2 , the viscous rhyolitic lava yields 
thick layers of obsidian. Rock fragments and shards of 
solidified vitric foam comprise the tuff. Lunar forma* 
tions appear as homogeneous spherules. Volcanic natu- 
ral glasses are located on die surfaces of lava flows or 
along selvages of dikes. 

Tektites are marked by strain birefringence and or- 
ganized schlieren bands. They possess siliceous glass 
inclusions, but lack mierdites. There is a linear rela- 
tionship between bulk specific gravity and bulk index 
of refraction. The index varies inversely with silica 
content and directly with ferrous oxide, an indicator of 
magnetic susceptibility [3]. Pure glass is an amor- 
phous aggregate; hence, it lacks crystalline structure. 
Specific gravity and magnetic susceptibility as well as 
index of refraction can be measured by a teleoperated 
robot. 


Prospecting: For the purpose of verifying the ex- is- 
tence of natural glass, the robot will drill boreholes into 
rock formations at the landing site. Within these cavi- 
ties, the teleoperated machine will emplace instrument 
packages containing sensors, electronics for sensor 
control, power delivery and output signal processing, 
and a data link to the human operator. The suite of sen- 
sors may include a magnetometer to detect magnetic 
forces, a gravimeter to discern dif- ferences in density, 
and an ellipsometer to determine index of refraction 

[41- 

index of Refraction: Ellipsomctry is an expen- mental 
procedure to evaluate optical properties of a material 
by observing the polarization of reflected light. Inter- 
acting with in situ material, the electromag- netic ra- 
diation is reflected, refracted, dispersed, and absorbed 

Two parameters are measured b an ellipsometer. The 
remaining parameter is calculated from a con- stramt 
which relates rectangular coordinates of a point on the 
unit sphere. Alternatively, two eilipsomctric angles can 
be monitored. One set of observations, whether pa- 
rameters or angles, can be uniquely deter- mined from 
the other. 

EUipsometric angles give the complex ratio of Fresnel 
reflection coefficients for light polarized paral- lei and 
perpendicular to the plane of incidence. 

The complex dielectric constant can be found from an 
expression involving the angle of incidence and the 
three ellipsometric parameters. A nonlinear opera- tion 
on the complex dielectric constant defines the real val- 
ued indices of refraction and attenuation. As a complex 
conjugate, these indices form a complex index of re- 
fraction. The attenuation index at the wavelength of 
light employed in the experiment char- acterizes ab- 
sorption per unit length of path propagat- ing in the 
material. 

Regarding measurement sensitivity, instru- ment re* 
quirements are more stringent for a distinction between 
types of glass than for a differentiation be- tween glass 
and non vitreous substances. 

Mining: Rock drilling and detonating, loading and 
transporting glass bearing materials to die lander craft, 
and deploying of waste are key activities of die mining 
operation. In opencut, die height of bank that can be 
safely built is determined by die thickness and physical 
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properties of the deposit, size of bucket used by the 
robot, and climatic conditions. 

Rock fragmentation will be accomplished in four steps. 
First, holes are electrically drilled at assigned locations. 
These openings are then enlarged. Second, mam charge 
and detonator are placed in each hole. Third, the explo- 
sive is compacted and holes filled with loose regolith 
material. Fourth, the charge is au- tomatically deto- 
nated. Although compressive failure can occur, frag- 
mentation most often results when the rocks are sub- 


jected to tensile waves reflected from a free surface. 
Effectiveness of fragmentation also depends on the 
geometric arrangement of holes and the delayed se- 
quence of firings controlled by caps 

References: [1] Moskowitz S. E (1998) LPI Tech. 
Rpt. 98-01, 13-14. [2] O’Keefe J. A. (1984) J. Non- 
Cryst 67, 1-17. [3] Chao E. C. T. (1963) Tektites, 
Univ. Chicago, 54-66. [4] Jelhson Jr. G. E. and 
Modine F. A. (1990 ) Appl Optics , 29, 959-974. 
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The current mission plan for the first human mis- 
sion to Mars is based on an m-situ resource utilization 
(ISRU) approach to reduce the amount of propellants 
needed to be taken to Mars and ultimately to reduce 
mission cost. The current Mars Robotic Exploration 
Program does not include ISRU on the early sample 
return missions A need exists to demonstrate ISRU 
technologies on one or more robotic missions prior to 
the first human mission 

This presentation outlines a concept for an ISRU- 
based precursor mission as a technology demonstration 
prior to the first human mission. It will also return 
Martian soil samples to Earth for analysis The mission 
will primarily demonstrate cryogenic oxygen and fuel 
production, liquefaction, and storage for use as pro- 
pellants for the return trip. The fuel will be hydrocar- 
bon: either methane methanol, or ethylene. Hydrogen 
feedstock will be brought from Earth. 

The analysis used to develop the mission concept 
includes several different thermal control and liquefac- 
tion options for the cryogens. Active cooling and lique- 
faction devices include Stirling, pulse tube, and Bray- 
ton-cycle cryocoolers. Insulation options include mul- 


tilayer insulation, evacuated microspheres, aerogel 
blankets, and foam insulation. The cooling and insula- 
tion are traded off against each other for a minimum- 
mass system. In the case of hydrogen feedstock, the 
amount of hydrogen boiloff allowed during the trip to 
Mars is also included in the tradeoff. Passive cooling 
using external radiators is also considered for reducing 
the heat leak to the hydrogen during cruise. 

The spacecraft concept includes a Lander (includ- 
ing the propellant production plant) with a Mars Ascent 
Vehicle (MAV) mounted atop it. An option is explored 
where the engines on the MAV are also used for de- 
scent and landing on the Martian surface. So the pro- 
pellant tanks would contain descent propellant during 
the trip from Earth. This propellant would be con- 
sumed in descent to the Martian surface, resulting in 
the nearly-empty MAV tanks to be filled by the ISRU 
plant 

The presentation includes conceptual layout draw- 
ings of the proposed Lander/MAV combination, in- 
cluding propellant tanks and ISRU components. Mass 
estimates of the various components are also included. 
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The purpose of this presentation is to 
demonstrate feasibility of a radio-frequency 
inductively-coupled discharge (RF-ICP) to 
be integrated into a hybrid system from two 
complementary, already demonstrated, 
technologies for the efficient production of 
oxygen from Martian atmosphere. The two 
technologies involved are (a) radio- 
frequency discharge method for dissociation 
of carbon dioxide, and (b) oxygen separa- 
tion using a ceramic honeycomb technology. 
This approach will ensure the optimal utili- 
zation of the advantages of the both subsys- 
tems, the RF-ICP reactor and ceramic honey- 
comb separator. 

Radio frequency discharge proved effi- 
cient in oxygen production by dissociating 
carbon dioxide [I], Currently used oxygen 
separation through silver membrane- 
electrode is still under development. The 
honeycomb technology proved efficient in 
extracting oxygen [2]. 

Operation scheme of the hybrid system is 
given in Fig.l. Martian atmospheric gas 
mixture containing predominantly carbon 
dioxide is introduced to the radio frequency 
discharge region where it is decomposed 
into carbon monoxide, molecular, and 
atomic oxygen. The mixture flows through 
the RF reactor forced by convection due to 
gas heating by RF discharge and by the heat 
from the recombination of atomic into mo- 
lecular oxygen. Free convection is antici- 
pated in the initial experiments. However, if 
necessary to meet the target p e rf orm an ce, a 
forced-flow generating unit could be intro- 
duced. Molecules of the recombined oxy- 
gen, unreacted carbon dioxide, and carbon 
monoxide, move through the due: .o the ce- 
ramic honeycomb. The honeycomb is heated 


by the gas and. if necessary, by additional 
electric heaters to the optimal operating 
temperature. Oxygen is separated through 
the walls of the honeycomb structure, and 
residual gas is removed from the system. 

The proposed reaction cell is based on the 
radio-frequency, inductively coupled plasma 
mode (RF-ICP) to allow for the enhanced 
oxygen production in gas flow and increase 
the gas throughput through the reactor and 
ceramic honeycomb separator. Thus, it is an- 
ticipated that the hybrid system has the po- 
tential to ( 1 ) increase reliability of an ISRU 
system, (2) operate at optimal power effi- 
ciency, and (3) operate strictly on the re- 
sources from the Martian environment. 

Comparative analysis of the two plasma 
modes currently used for oxygen production, 
RF-CCP and RF-ICP for the hybrid system 
will be given. RF-CCP is used in combina- 
tion with the silver extraction membrane, and 
RF-ICP is designed to be used for the hybrid 
system. Complementary aspects of the two 
techniques with respect to the effective oxy- 
gen production and extraction will be demon- 
strated. Status of development of the tech- 
niques will be presented. 

References: ( 1] L. Vuskovic, R. L. Ash. 
S. Popovic, T. Dinh, and A. Van Orden, 
"Oxygen Production and Separation from 
Martian Atmo s p h e re by the Radio-Frequency 
Discharge”, p. 33. Book of Abstracts. ISRU Q 
Technical interchange Meeting. Houston. 
Nov. 18-19. 1997. (2) W. N. Lawless, "Oxy- 
gen Extraction using a Ceramic honeycomb 
Technology", p. 23. Book of Abstracts. 
ISRU II Technical interchange Meeting. 
Houston. Nov. 18-19. 1997. 
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Fig. 1. Scheme of the hybrid system for oxygen production 
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Introduction: Sabatier/Electrolysts (S/E) is a lead- 
ing process for producing methane and oxygen for appli- 
cation to Mars ISPP. One significant problem with this 
process is that it produces an excess of methane for com- 
bustion with the amount of oxygen that is produced. 
Therefore, one must discard roughly half of the methane 
to obtain the proper stoichiometric methane/oxygen 
mixture for ascent from Mars. This is wasteful of hydro- 
gen, which must be brought from Earth and is difficult to 
transport to Mars and store on Mars. 

To reduce the problem of transporting hydrogen to 
Mars, the S/E process can be augmented by another pro- 
cess which reduces overall hydrogen requirement. Three 
conceptual app>oaches for doing this are (i) recover hy- 
drogen from the excess methane produced by the S/E 
process, (ii) convert the methane to a higher hydrocar- 
bon or other organic with a lower H/C rauo than meth- 
ane, and (iii) use a separate process (such as zircoma or 
reverse water gas shift reaction) to produce additional 
oxygen, thus utilizing all the methane produced by the 
Sabatier process. We report our results here on recov- 
ering hydrogen from the excess methane using pyrolysis 
of methane. Pyrolysis has the advantage that it produces 
almost pure hydrogen, and any unreacted methane car 
pass threugh the S/E process reactor. It has the disad- 
vantage that disposing of the carbon produced by pyroly- 
sis presents difficulties. 

Hydrogen may be obtained from methane by pyroly- 
sis in die te m per a t u re range 1000 c -1200 e C. The main 
reaction products are hydrogen and carbon, though very 
small amounts of higher hydro car bons, irctading aro- 
matic hydrocarbons are Lead. The conversion effi- 
ciency it about 95% at 1200°C. One needs to distinguish 
between thermodynamic eq u i li br i um conversion and 
conversion limited by kinetics in a finite reactor. 

The main reaction is 

CfUg) *a Os) + 2Hj AH ■ 74.9 U/mole (1) 

Tbe solid carbon formed in the abovr. reaction can be 
nreov on wwn c rew iischiiog m w&vwhbq yjapfiroci 
(with an associated energy penalty) a ccor ding to 

C(s) ♦ CO 2 =* 2CO AH * 172.6 kJ/mole [2] 

Tbe energy reonmnenc for reatkm 111 it Moderate, 
Th e r efore, if a process can he devis e d where the carbon 
formed by pyrolysis is physically removed or stored 
wt fooei foe bnwoff te ec iion 12 L pyrolysis could be a 


strong contender to augment the S/E process. If. how- 
ever. the bumoff reaction is required, the energetics are 
less favorable. Nevertheless, despite the less favorable 
energetics, it is useful to know whether process (2' can 
be made viable 

The goals of a research program on recovery of hy- 
drogen from methane are (in descending priority order): 

1. Study the kinetics of pyrolysis to arrive at a py 
rolysis reactor design that produces high yields in a con- 
fined volume at the lowest possible operating tempera- 
ture. 

2. Study the kinetics of carbon bumoff to determine 
whether high yields can be obtained in a confined vol- 
ume at acceptable operating temperatures. 

3. Investigate catalytic techniques for depositing car- 
bon as a fine soot which can be physically separated 
from the reactor. 

In the JPL program, we have made s/nificant meas- 
urements in regard to goal 1, cursory measurements in 
regard to goal 2. and would plan to pursue goal 3 if ad- 
ditional resources are secured. 

Measurements and Results pyrolysis. A tubular 
quartz reactor was used to study pyrolysis in the tem- 
perature range 1000®-1200 e C. The reactor was coupled 
to a mass spectrometer sampling system for analysis of 
gaseous products. The reactor could be opened up after 
one or several pyrolysis runs and total carbon deposited 
could be obtained. Thir xpe riroc ntal set up allowed the 
monitoring of both die sobd carbon product as welt as 
the reaction gas products. 

The reactor was a 1.5* ID by 2-ft. long quartz tube 
which had a 6" long pr ehea ter zone and an 8“ king quartz 
wool packed main reaction zone. A quartz wool trap was 
used to catch the small amounts of room t em per a t u r e 
c o n de n sables formed and die reaction gas products were 
routed to the mass sp e ct rometer sampling system. The 
pyrolysis was ca ned out in a series of S runs at flow 
rates of 50 to 200 ml/mm of methane. For each run. a 
nearly c o nst a nt temp era t u r e for the reaction zone was 
a t t e o qptcd. The gas phase product composition was 
aaoaito r ed at 15 tahude huervrii Thus a near continu- 
ous monitoring of the reaction gas products was obtained 
for each ran. At the end of the five pyrolysis runs, the 
reactor was opened and the quartz wool with deposited 
c a rtm u was removed and weighed. Carbon deposi t ed 
from the cumulative reaction m the five runs was ob- 
lal aed tad c o op e re d with foe fo p o re ttg af value 
from d» product gas analysis rod flow rate. The agree- 
ment was within 15%, and the error was ex pect e d due to 
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certain simplifying assumptions made in the analysis 
These results clearly show that one can achieve > 95 % 
conversion of methane to hydrogen at 1200 ; C in a mod- 
eratelv sized reactor at appropriate flow' rates Further 
experiments are planned to refine the trade r elationship 
between temperature and conversion at various flow 
rates 

Carbon burn off. To be able to test the bumoff of 
carbon from the pyrolysis reaction, the quartz wool with 
the deposited carbon was -acked back into the reactor 
The reactor was set up again and pure carbon dioxide 
was made to flow' through it The main reaction zone was 
maintained in the temperature range 1130 c to 11 SOT, 
though a part of the reaction zone cooled off to 850°C 
due to an electrical problem in the furnace. The flow rate 
of carbon dioxide was 200 ml/min. The reaction gas 
products (CO plus unreacted C0 2 ) were analyzed by the 
mass spectrometer at 15 min intervals. The regeneration 
run was continued for a total of 24 hrs. At the end of the 
run, the reactor was opened and examined visually. The 
quartz wool was taken out and weighed to determine the 
carbon that did not burn off. A major part of the quartz 
wool that was packed in the reaction zone that was at 
1 130°-1140°C was relatively dose to the original color 
of the quartz wool, but the part of the zone that was at 
850°C was quite black and did not appear to be well re- 
generated. The mass of the unbumed carbon was com- 
pared to its predicted value based on the product gas 
analysis. The agreement was again within 15% error 
which can be explained due to some carbon lost in man- 
ual operations, as well as certain approximations that 
had to be made in making the calculations. In a limited 
set of runs, the reactor bed temperature was varied in the 
range 1000° to 1200°C and reaction product gas compo- 
sition was determined. The kinetic rate constant can be 
obtained from this set of runs and used to carry out mod- 
eling in order to design and optimize a reactor which can 
achieve a high carbon bumoff with a high CO 2 utiliza- 
tion. 

In order to examine the surface morphology on the 
quartz fibers before and after carbon bum off, small 
samples of quartz wool after pyrolysis (with deposited 
carbon) and after bum off with C0 2 were examined with 
Scanning Electron Microscopy (SEM). The SEM photo- 
graphs illustrate that during pyrolysis, carbon builds up 
around die quartz fiber, apparently in a porous form. 
Subsequent reaction with carbon dioxide gradually re- 
moves the carbon deposit. In order to have a viable proc- 
ess, it may not be essential to remove the entire carbon 
deposit as long as the unreacted carbon does not continue 
to build up. 

The work completed so far indicates that most of die 
carbon produced in pyrolysis can be burned off with C0 2 
at a temperature of 1 150°C. However, the energy penalty 
associated with the carbon bum off is substantial, and 
another problem is that excess CO* may have to go out 


the stack, requiring a larger compressor 

Pyrolysis without carbon bumoff. To make the proc- 
ess hydropn recovery from methane energy efficient, 
a process that mechanically removes the carbon (and 
does not need to burn it off) will be considerably more 
attractive. 

Some recent advances in methane cracking over a 
Ni/silica catalyst have shown that carbon can be pro- 
duced in filament form which create light hollow struc- 
tures. This type of carbon can be elutriated out of the 
reactor bed and separated using a cyclone. In a scheme 
based on this concept, carbon bun off is not essential and 
considerable energy could be saved, but questions of 
catalyst regeneratio 1 still have to be answered. 

Summary: The JPL methane research program is 
one year old. At its completion, we will have measured 
the kineucs of pyrolysis and carbon bumoff. If future 
resources become available, we would like to pursue 
pyrolysis concepts that allow physical removal of the 
carbon, so that the energy intensive step (reaction [2]) 
can be avoided. 



Detail of carbon wrapping on silica fiber 



Silica fibers after carbon bumoff 
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The 2001 Lander to Mars will carry the first ever ISRl 
payload to Mars This payload, the Mars In-situ Propellant 
production Precursor (MIP), will demonstrate a variety ot 
technologies that will be required for future ISRU Mars 
indigenous material processing plant designs One of those 
technologies is that of extracting oxygen from the 
predominantly carbon dioxide atmosphere of Mars, a 
prerequisite for future sample return and human missions to 
Mars. The Oxygen Generator Subsystem (OGS) portion of 
the MIP will demonstrate this and is the focus of this paper 

The primary objective of the OGS is to demonstrate the 
production of oxygen from Mars atmospheric gases 
Secondary objectives are to measure the performance and 
reliability of oxygen generation hardware m actual mission 
environments over an extended time Major constraints on 
the OGS design came from several sources. The Lander 
provides power to the system from solar power that is 
harnessed by photovoltaic arrays. This limited OGS to 
daytime only operations (six to eight hours) and a maximum 
power of 15W The reliance on solar power necessitated 
thermal cycling of the OGS between Mars ambient and OGS 
operating temperatures. The Lander also limited the total 
mass of the MIP payload to 7.5 kg with a correspondingly 
small volume, and the OGS was one of six experiments in 
the MIP. Mass and volume were to be minimized. Another 
constraint was cost. Mission funding, as always, was tight. 
Cost was to be minimized. In short the OGS design had to 
be low power «15 Watts), low mass (1 kg), low volume, low 
cost, and be capable of cyclical operations for an extended 
stay on Mars. After extensive research, a zircoma based 
solid oxide electrolyzer design was selected. 

Several technology challenges had to be addressed with 
the detailed design of the OGS. First, the ceramic zircoma 
electrolyte of the electrolyzer had to be packaged to survive 
the vibration and shock environments of launch and landing 
(up to 35G in the x. y, and z axes). Second, the seals had to 
survive multiple thermal cycles from Mars ambient 
conditions to the operating temperature of the cell, 7 SOX. 
Third, a low mass thermal insulation material had to be 
found and a low heat loss thermal packaging of the 
electrolyzer had to be designed such that the electrolyzer cell 
could be heated up to 750X and maintained at that 
temperature with the 15 Wat s that are available. Fourth, a 
long-life miniature heater v/as required for heating die 
electro* mr cell. 

Figure 1 is a solid model of the OGS development 
hardware. The suspension of die electrolyzer cell with 4 
support wires and the cushioning provided by the crushed 
insulation ensure the survivability of the cell elements when 
they are subjected shock and vibration. Custom metal 


manifolds that have the same coefficient of thermal 
expansion as zircoma and custom seals that were developed 
for us by United Technologies facilitate the thermal cycling 
of the electrolyzer, while maintaining the integrity of the gas 
tight seals between the manifolds and the cell The third 
challenge was solved in pan with a modified version of a 
new commercially available insulation material that was 
characterized and tested at both the University of Arizona 
and in independent thermal testing labs The conduction 
paths were reduced to minimize heat leakage, by the choice 
of materials, their dimensions and placement The fourth 
challenge was solved with a custom designed ceramic heater 
This ceramic heater is capable of ramping up at up to 30°C/ 
minute for several hundred cycles without failure. 

Aside from these technology challenges, practical aspects 
of the design, ranging from low mass and power gas flow 
control hardware to sensors, were addressed Each of these 
technology challenge solutions, the overall OGS design, and 
operation of the OGS will be discussed in further detail as 
part of this paper 

The OGS design was put into practice in a development 
unit that was tested extensively. Figure 2 is a photograph of 
the OGS DU hardware. Physically, the OGS Development 
Unit (DU) mass was measured to be 0.96kg with a volume of 
less than 2540cm* (I55in 3 ). The electrolyzer generated 
O.Ssccm O 2 at 131.5mA cell current and a CO 2 feed rate of 
2.5sccm. The electrolyzer generated higher O* flow rates 
with correspondingly higher input voltages and CO 2 feed 
rates. The heater and insulation package is capable of raising 
the cell temperature from -100X to 7 SOX in approximately 
105 minutes in Mars external environmental conditions using 
a maximum of 15W. The cell temperature was then 
maintained at 7 SOX with approximately 9 5W of power. A 
power and temperature curve for the OGS DU is shown in 
figure 3. Dome surface temperatures did not rise above 15X 
over the ambient environment temperature during steady 
state oxygen production operations. The electrolyzer cell 
assembly also survived a sudden power loss shutdown test 
without damage and restarted without incident. Figure 4 
shows the oxygen production characteristics of the DU. 
While me requirement was 0.5 scan of oxygen, the unit 
produced well over twice that amount and still remained 
within the power budget. 

A few development test problems were encountered. 
The initial electrolyzer assembly seal supported multiple 
thermal and pressure cycle operations at the 55.15 kPa (8 
psi) level but began to leak when exposed to 137.8 kPa (20 
psi) gas. Seal manufacturing process and electrolyzer 
assembly tnechantca) modifications have been devised and 
incorporated into die development hardwire A second 
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problem was encountered dunng vibration testing An 
internal guy wire broke loose This was traced to the use of 
incorrect wire material Proper wire material and a modified 
wire attachment design have been incorporated into the 
development hardware The OGS Dll has been ii wished 
and delivered to the Johnson Space Center fo> zrated 
MIP development testing Details of the OGS de. .opraent 
testing results and implications will be discussed as part of 
this paper 


Overall, the OGS development hardware more than 
meets it's objectives. Fabncation and qualification testing of 
the OGS flight design are scheduled to be completed by the 
end of this summer. 






Figure3 



Figure 4 



Figure 2 
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Introduction: Process Intensification and Process 
Miniaturization an simultaneously be achieved 
through the application of microfabricated chemical 
process systems, based on the rapid heat and mass 
transport in engineered microchannels Researchers at 
NASA's Johnson Space Center (JSC) and the Depart- 
ment of Energy's Pacific Northwest National Labora- 
tory (PNNL) are collaboratively developing micro 
thermal and chem'^al systems for NASA's Mission to 
Mars program. 

Preliminary results show that many standard chemi- 
cal process components (e g., heat exchangers, chemi- 
cal reactors and chemical separations units) can be 
reduced in hardware volume without a corresponding 
reduction in chemical production rates. Low pressure 
drops and improved thermal integration are also ac- 
complished when appropriate scaling rules are applied 
and when individual microchemical components are 
packaged together into integral systems. 

Background: Robotic sample return missions and 
postulated human missions to Mars and other bodies 
can be greatly aided through the development and utili- 
zation of compact chemical processing systems that 
process atmospheric gases and other indigenous re- 
sources to produce hydrocarbon propellants/fuels, oxy- 
gen, and other needed chemicals. When used to reduce 
earth launch mass, substantial cost savings can result. 

MicroChannel Heat Excha ngers : The use of engi- 
neered microstructures offers the potential to reduce 
conventional resistances for heat and mass transport. 
Single-phase flow in microchannels is typically lami- 
nar, with heat and mass being dominated by diffusion 
processes. According to diffusion theory, the time- 
scale (t) necessary to approach complete thermal mix- 
ing across the width of a fluid channel is on the order 
of 

t~d 2 /a 

(for beat transport, where d is the width of the channel 
and a is the thermal diffusivity of the fluid) or 

t-d*/D 

(for mass transport, where D is die mass diffusivity of 
die fluid) 

Microfabrication techniques, allowing for die engi- 
neering of microch&nnels that are substantially less 


than 1 millimeter wide, can therefore be used to con- 
struct microcomponents that require very' short resi- 
dence times. 

At PNNL, researchers have demonstrated micro- 
channel heat exchangers in a planar, sheet architecture, 
that exhibit relatively high heat fluxes (100 watts/cm 2 
perpendicular to the sheet) and convective heat transfer 
coefficients (10,000 to 35,000 watts/m 2 - C), with low 
pressure drops (2 to 3 psi). For these test articles, 
channel dimensions included widths typically ranging 
from ten to hundreds of microns, depths ranging from 
tens of microns to several millimeters, and lengths of a 
few centimeters. See Figures 1 and 2 below. 






Figures i and 2 
PNNL MicroChannel Heat Exchanger (above) 
Typical E ngineer ed Microdunneis (below) 



Mic r oChann el Reactors: Engineered microstruc- 
tures offer a number of potential advantages for die 
manipulation of chemical reactions. The advantages 
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include the ability to achieve uniform velocity fields 
within precise nucrostructures; improved temperature 
control through enhanced heat transport properties; 
short residence times (through heat and mass transport 
enhancements), therefore leading to high processing 
rates per unit hardware volume, and the potential to 
incorporate other features that influence chemical in- 
teraction (e.g., electric fields). 

MicroChannel reactors and heat exchangers can ad- 
ditionally be assembled into single, integral hardware 
units, with individual components operating in parallel 
or in series or an appropriate combination. Figure 3 
shows a representative unit, with four microchannel 
reactor cells and four microchannel heat exchanger 
cells. This unit is capable of processing gases at the 
rate of 1250 Liters/min, therefore demonstrating the 
high processing rates that can be achieved in micro 
chemical and thermal systems. 

MicroChannel Separations Units: MicroChannel 
gas absorbers and adsorbers are also in development, 
with preliminary results showing similar enhanced 
processing rates due to the heat and mass transport 
advantages in engineered microchannels. The incorpo- 
ration of microchannel heat exchangers provides an 
opportunity for rapid thermal cycling and therefore 
offers a very compact sorption pump for the collection 
and compression of CO 2 from the Martian atmosphere. 
Pictures of microchannel absorption and adsorption 
currently in design and testing are not presented here 
due to space limitations but will be shown at the ISRU- 
III Technical Interchange Meeting. 

Integral Micro Chemical System for the Insttu 
Production of Propellants and Oxygen: Currently, a 
conceptual design is being produced for an integral 
micro chemical system that includes CO 2 acquisition 
and compression using microchannel adsorbers and 
heat exchangers, followed by reaction with H 2 in mi- 
crochannel reactors. MicroChannel phase separators 
may additionally be included within this integral unit 
for the removal of water from the product stream. 

This system, which is contemplated for robotic mis- 
sions, would produce methane as the propellant using 
the Sebatier Process: 

CO2 + 4H2 -> CH4 + 2H2O 

Oxygen would then be produced from the water, using 
an electrolyzer, with the hydrogen being r e circulat e d to 
the reactor. However, this reaction does not produce 
methane and waterfoxygen in the c orre ct proportion 
propellants and oxidizer. A second microchannel re- 
actor, providing the Reverse Water Gas Shift reaction, 
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for the electrolyzer via foe reaction: 


eo 2 + h 2 -> go + h 2 o 

Operating the Sebatier Process microchannel reactor in 
parallel with the Reverse Water Gas Shift microchan- 
nel reactor, with appropriate flow rates to each, should 
provide the correct product mix. 

The design of the integral system is nontrivial, as it 
must take into account less than complete conversions 
on the part of the reactors, differences in ideal operat- 
ing temperatures and heating/cooling requirements for 
the reactors as well as the adsorption units, and phase 
separations and recycle. Experiments are being con- 
ducted on individual “cells" at this time, and it is an- 
ticipated that a conceptual design will be available by 
the time of the ISRU-III Technical Interchange Meet- 
ing. 

Figure 3 



Integral Unit with Four Microcham^ Reactorc 
and Four MicroChannel Hcat Exchangcrs 
(3 inches by 4 inches by inches) 
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Introduction: AS1 has successfully completed a 

Phase I SBIR contract to develop a method for extracting 
water vapor from the atmosphere of Mars m an efficient, 
lightweight, and reliable manner. Through the use of 
molecular sieve technology, the Water Vapor Adsorption 
Reactor (WAVAR) would provide a dependable source 
of water to future exploration missions from sources in- 
digenous to the red planet. This water can be used as 
feedstock for propellant production, for direct human 
consumption, or as the basis for a multitude of industrial, 
agricultural and biological processes. Using locally 
available materials at the site of an interplanetary mission 
is known as in situ resource utilisation (ISRU). Missions 
employing ISRU techniques can attain dramatic cost 
savings, while improving mission robustness, by reduc- 
ing the amount of raw materials transported from Earth. 
The most important of these materials is water. 
WAVAR would meet this need, providing a crucial tech- 
nology for future missions- 

Water on Mars: The availability of water on Mars 
is undisputed. As illustrated in Figure 1, it is present in 
the polar caps, the regolith, the permafrost (speculative), 
and the atmosphere. Extraction of water from the rego- 
lith is technically feasible provided sufficient availability 
is demonstrated. Utilization of water from the polar caps 
would involve minimal processing and mining, but 
would entail landing on the polar ice sheet, which pre- 
cludes effective solar power generation. Additionally, 
the polar regions are less likely to harbor signs of past or 
present life. 

However, it is the Martian atmosphere that is cur- 
rently the most highly characterized and globally distrib- 
uted water source on the planet Carbon dioxide makes 
up the bulk of the atmosphere on Mars, while water va- 
por makes up only a small fraction [1} However, though 
the absolute humidity is km, the atmosphere is, for most 
times and locations, completely saturated <100% relative 
humidity) with respect to the nightly temperature min i- 
mm{2Y 



Figure L Martian water rnervoks* 

The total water content of the Martian atmosphere is 
between 1 and 2 cubic kilometers {3]. However, con- 


centration is strongly dependent on the season, latitude, 
and local topography This was clearly demonstrated by 
column abundance data gathered from the Viking orbit- 
eiV Mars Atmospheric Water Detectors (MAWDh as 
shown in Figure 2. Unfortunately, column abundance 
data does not translate directly into available concentra- 
tions at ground level. For ground level concentrations, 
atmospheric scientists typically rely on two sources of 
data. The first is direct measurements of temperature 
(from which water vapor concentration can be inferred), 
like those taken by the Viking landers and Mars Path- 
finder. The second source of data is generated by so- 
phisticated computer simulations such as those run at 
NASA Ames Research Center by the Mars Atmosphere 
Global Circulation Modeling Group. 

To operate WAVAR in as efficient a manner as pos- 
sible, landing sites with water concentrations at or above 
the global avert ge are desirable. If such landing sites are 
chosen, then WAVAR has the potential to become a 
criucal technology for advanced robotic exploration, and 
an enabling technology for a sustained human presence 
on the red planet. Humid sites have the added advantage 
that they ue attractive to exobiologists. In searching for 
signs of past or present life, the warmest, wettest spot on 
the planet is a likely candidate for initial exploration. 



Figure 2: Colunp uh— dance of water vapor from 
Viking MA WD. 

Adsorption: The water vapor adsorption reactor is 
a separation device* Water vapor must be extracted from 
the other constituents of die Martian atmosphere before it 
can be utilized. A particularly effective way for sepa- 
rating trace amounts water vapor from other gases is 
temperature-swing adsorption. This process involves 
two distinct steps operating in batch mode: i> Adapta- 
tion, in which the water is scpmied from the other con- 
stituents at die surface of the adsorbent, and 2) Desorp- 
tion. in which heat is used to drive die water off of the 
sorbent, after which it is collected. Temperature-swing 
adsorption is used in many applications, including large- 
scale dehumidiffcation, and is a well-understood Indus- 
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trial process 

Adsorption techniques have been used in the chemi- 
cal and petroleum industries lor over 100 years, because 
it is a low-energy solution to the problem of separating 
mixed fluid species. Adsorption utilizes molecular 
sieves (the adsorbent) to selectively attract molecules of 
a fluid (the adsorbate) as it passes through a fixed bed 
The molecular sieves are synthetically formulated crys- 
talline structures of metal alumino-silicates (typically 
zeolites) that have been activated by removing the water 
of hydration. The result is a crystalline cage containing 
uniform micropores. 

Free gaseous or liquid molecules are attracted to the 
surface of the adsorbent by Van der Waals forces (5J. 
These molecules are adsorbed selectively as a result of 
two microscopic phenomena: i ) molecular size- 

exclusivity of the adsorbent’s micropore structure, and 2) 
the difference in sorption rates between the flow con- 
stituents. Adsorption itself is an exothermic process 
requiring no energy input other than that required to 
move the fluid. Removing the water from the bed (de- 
sorption), however, does require energy. 

By tailoring the ion content (in this case, by intro- 
ducing potassium ions) of an adsorbent, larger gas spe- 
cies can be excluded from capture. For water vapor ad- 
sorption on Mars, a logical choice of adsorbent is limited 
to those with an aperture of 3 A (slightly larger than a 
water molecule), such as UOP (formerly Union Carbide) 
Molecular Sieve 3A. This adsorbent is highly specific to 
water, and will exclude other Martian atmospheric con- 
stituents such as CO* N 2 , Ar, O 2 and CO. The pelletized 
form allows it to be packed easily into a bed to provide a 
large surface area while imposing an acceptable pressure 
drop; fine powders, gels, and pure thin-film crystals are 
also available. 

Research Program: The primary goal of the Phase I 
program was to show WAVAR proof-of-concept through 
test and analysts. Four technical tasks were completed. 
The first of these tasks was the design and construction 
of a low-cost test rig, shown in Figure 3, to simulate the 
Martian atmosphere. The simulation included fidelity of 
pressure, temperature, humidity and gas composition. 
The asst rig consisted of a vacuum, thermal control and 
data acquisition systems. The second task was to use this 
apparatus to conduct the first known proof-of-concept of 
water vapor adsorption by zeolite 3A in a Martian at- 
Biospheric environment. Further tests were run to collect 
adsorption data and to validate analytical models for die 
performance of zeolite 3 A under these conditions. 
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Figure 3: Water vapor adsorption experimental ap- 
paratus. 

Task 3 of the Phase I program involved the formula* 
tion of a new, low-specific power WAVAR design which 
employs ambient wind patterns to eliminate blowers or 
fans. Atmospheric data was generated using the time and 
location accurate computational tools of the Mars At- 
mosphere Global Circulation Modeling Group. These 
data were supplied to a performance model, which was 
then integrated with mission analysis tools at Lockheed 
Martin Astronautics. An analysis was conducted of 
WAVAR-based Mars sample return mission. This 
showed significant benefits over conventional, imported 
hydrogen- and imported methane-based propellant pro- 
duction scenarios. The fourth task included a detailed 
test/analysis plan for future work. 

The results of the Phase I effort dearly demonstrate 
the potential of WAVAR technology to dramatically 
reduce the costs of Mars sample return, robotic, and hu- 
man exploration missions in the coming decades. With 
the attainment of proof-of-concept, and therefore Tech- 
nology Readiness Level 3, WAVAR has been shown to 
be technologically feasible. 

References: [1] Owen, T. et al. (1977), “The com- 
position of the atmosphere at the surface of Mars," J. 
Geophys. Res., Vol. 82, pp. 4635-4639. (2) Davies, 
DW. (1979), “The relative humidity of Mars' atmos- 
phere," J. Geophys. Res., Vd. 84, pp. 8335*8340. [3) 
Carr, MH, (1996) Water on Mars. Oxford University 
Press, pp. 3-46. (4] Jakosky, B.M., and Haberie, R.M. 
(1992), “The seasonal behavior of water on Mats,” in 
Mere, Kiefler. HJi, et al., eds.. The University of Ari- 
zona Press, Tucson, pp. 969*1016. (5] Foust, A.S. 

(1980), Principles of unit operations. John Wiley A 
Sons, lnc„ New Yodc. NY, pp. 384-419. {6} Ruthven, 
D.M., Shamshnmman. F„ and Knaebd, K.S. (1994), 
Pressure Swing Adsorption, VCM Publishers, Inc., New 
York, NY, pp. 1*65. 
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This report describes recent work accom- 
plished on a Mars in situ propellant produc- 
tion project utilizing the reverse water gas 
shift (RWGS) reaction. This project began 
with a NASA Phase I SBiR in 1997 and has 
been continued as a Phase II program in 
1998. John Connolly is the JSC program 
manager and Robert Zubnn is the principal 
investigator at Pioneer Astronautics. 

During the project. Pioneer has successfully 
built and operated two chemical synthesis 
units representing the cores of machines ca- 
pable of manufacturing oxidizer and a vari- 
ety of fuels out of primarily indigenous 
Martian material. The units include a Re- 
verse Water Gas Shift (RWGS) unit and a 
Methanol Synthesis (MEOH) or Fischer 
Tropsch (FT) unit. 

The RWGS unit works in the following 
manner Liquid hydrogen is transported 
from Earth to Mars, where it is combined 
with carbon dioxide acquired from the Mar- 
tian atmosphere in a catalytic reactor to pro- 
duce carbon monoxide and water. Water is 
condensed and separated from the gas phase. 
Unreacted feed components are compressed, 
recovered from the gas phase in a membrane 
unit separator, and recycled to the catalytic 
reactor. Effluent from the membrane unit 
(“retentate”) is sent to the MEOH or FT 
units. 

At H2/C02 mixture ratios of 1:1 nearly all 
the hydrogen is reacted to make water, 
which can then be electrolyzed to produce 
-- oxygen and hydrogen, which can be recy- 
cled. Used in this way, the hydrogen brought 
to Mars can be recycled many times to pro- 
duce an enormous amount of oxygen and 
CO. Alternatively, the feedstock to the 


RWGS can be run with an excess of hydro- 
gen, in which case the effluent from the 
RWGS will contain both CO and H2. Such a 
mixture is known as synthesis gas and is the 
ideal feedstock for making methanol, di- 
methyl ether, paraffins, olefins, or aromatics 

The MEOH unit works in the following 
manner. Effluent from the RWGS unit, con- 
sisting primarily of carbon monoxide with 
some residual unreacted hydrogen, is com- 
bined with fresh hydrogen feed, if required, 
and sent to a catalytic methanol synthesis 
reactor. The synthesis reactor combines one 
carbon monoxide molecule with two hydro- 
gen molecules to produce methanol. Pro- 
duction from the methanol synthesis reactor 
is condensed and separated from the gas 
phase. Unreacted feed components are 
separated in a second membrane separator 
and recycled to the RWGS reactor feed. 
The second membrane retentate, consisting 
primarily of excess carbon monoxide, is 
vented from the system. 

The MEOH unit was designed in a generic 
fashion so that different varieties of catalytic 
reactors could be tested without changing 
the process configuration. In addition to the 
methanol synthesis reactor, Pioneer experi- 
mented with a hybrid methanol/DME reac- 
tor and a Fischer-Tropsch hydrocarbon 
synthesis reactor. 
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Accomplishments to date: 

Pioneer has recorded a number of significant 
accomplishments during the project. High- 
lights include: 

1) Development, manufacture, and demonstra- 
tion of a catalyst which is 100% selective for 
the RWGS reaction at a wide range of con- 
ditions. 

2) Design, construction and operation of an 
ISPP machine including a RWGS unit and 
either a methanol synthesis unit or Fischer 
Tropsch unit. 

3) Operation of the RWGS machine in oxygen 
production mode and attained mass lever- 
ages in excess of 1600. 

4) Discovery that by altering the reactor 
temperature, pressure, and feed ratio, the 
RWGS unit could be run in combined Saba- 
tier/RWGS mode with potential mass lever- 
age of 20. Achieved an actual mars lever- 
age during operation of 16.5, which com- 
pares to a 10.3 leverage for the S/E unit. 

5) Operation of the machine in a mode to 
produce a combined 50/50 molar CH4/CO 
ratio fuel with a stoichiometric oxygen ratio. 
In this mode, the system demonstrated a 
mass leverage of 31 with a 23 excess oxygen 
mass leverage. 

6) Demonstration of production of synthesis 
gas (syngas) feed for methanol, dimethyl 
ether (DME, =CH30CH3), Sabatier, or 
Fischer-Tropsch reactors. The quality of 
syngas produced was sufficient to allow a 
methanol/02 leverage of 16.3 or a Fischer- 
Tropsch/02 leverage of 22.4. 


7) Demonstration of production of a 89% 
methanol/ 11% water fuel product with no 
other detectable contaminants. 

8) Demonstration of conversion of 8%> of the 
feed carbon dioxide to dimethyl ether 
(DME) in a one pass (no recycle) hybrid re- 
actor. 

9) Demonstration of conversion of at least 44% 
of the feed carbon dioxide to ethane or 
higher hydrocarbon species in a one pass 
Fischer-Tropsch reactor. 

10) Demonstration of complete recovery of 
gaseous hydrogen in a two membrane loop 
system, with no gaseous hydrogen detected 
in the system vent. 

1 1) Use of the RWGS system as a first stage of a 
Fischer Tropsch system incorporating a re- 
cycle loop and a combination Fe-K/ZSM5 
catalyst to produce an olefin mixture pre- 
dominantly composed of propylene (C3H8), 
with significant admixtures of methane, eth- 
ylene (C2H4), and C4 and C5 olefins, for an 
average H/C ratio of about 2.3. 

12) Use of the RWGS system as a first stage of a 
Fischer Tropsch system incorporating a re- 
cycle loop and a combination Fe-K/ZSM5 
catalyst to produce a liquid hydrocarbon fuel 
consisting predominantly of toluene (C7H8), 
with significant admixtures of benzene and 
xylenes, for an average H/C ratio of 1.2. 

In conclusion, we find that based on the 
work done to date, that the RWGS offers a 
feasible and potentially attractive method of 
performing in-situ propellant production on 
Mars and should be researched further. 






